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Here is one case at least where there is no danger that Little Liberty Bond, the war baby, is just starting to say 
the speed laws -will be broken.—St. Louis Globe-Democrat, that sweet word “Par-par.”—Galveston News, 
j 
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Poor Henry Peck, during housecleaning season, wishes Significant signs of the times. While several million 
that the word “obey” had been cut out of the marriage men are unable to get work, there are other millions who 
ceremony before his time.—Chicago Tribune (Copyright). deliberately loaf—Memphis Commercial Appeal. 















EVERY WEEK FROM THE NATION'S CAPITAL $1 A YEAR 
29th Year—No.1481 Pathfinder Publishing Company, Washington,D.C. ‘May 20, 1922 












— aeeoey te 
pore ert tt i eA OEE 


5 ¥s Miwa lk - 4 
ae Reet a ge et. ‘- 
py PR Ce ; ; 
Pt. * t pints PAA as 


Sede 


oe 
ke 


ee 


bel isa 

















jie, 





“I was told,” he said, “in my early youth, 
that if I didn’t quit smoking cigarettes I'd 
be feeble-minded when I grew up.” 

“Well,” answered she, “why didn’t you 
guit?”—Farm Life. 


Ouderkirk—Why is it that men’s eyes 
in these days of syncopated skirts are like 
sparrows? 

Plough—Why is it? 
worst. 

Ouderkirk—Because they flit from limb 
to limb. 


Let me know the 


“Say, Mike, did you hear about the flute- 
player in the band dying?” asked Pat. “He 
thought so much of his flute that he asked 
to have it buried with him.” 

“Begorra,” answered Mike, “it’s a good 
thing he didn’t play the piano.”—Boys’ 
Magazine. 


“What is the leading thought 
notional constitution?” 

“T’ve never read it thoroughly, but I 
think it must be ‘Swat the taxpayer!’ ”— 
Judge. 


of our 


Inquisitive Young Daughter—Papa, what 
do you do all day long at the office? 

Father (not paying much attention to 
the question, as he is busy reading the 
evening paper)—Oh, nothing. 

Daughter (not easily discouraged)—Well, 
how do you know when you are through? 
—TIllinois Life Bulletin. 


Russian Official—You cannot stay in this 
country. 

Traveler—Then Ill leave it. 

Russian Official—Have you a passport to 
leave? : 

Traveler—No. 

Russian Official—Then you cannot leave. 
I will give you 24 hours to decide what you 
will do.—Cassell’s Journal. 


“I can never sleep in a strange place the 
first night.” 

“Then how do you manage?” 

“T wait until the second night.”—Boston 
Transcript. 


Sweet Young Thing—What kind of hus- 
band would you advise me to look out for? 

Well-meaning Friend—You let husbands 
alone, my dear, it’s asking for trouble. You 
get a single man. 





Bibbie—How did ye hurt yer hand? Been 
fightin’? 

Eddie—Yep. Those were awful sharp teeth 
Sammy Jones used to have.—Life. 





Florence—-You have a good voice. Why 
don’t you cultivate it? 

Charles—Well, you see, this is a dry 
climate, and I can’t get anything to irrigate 
it with—Rice Thresher. 

“Have you given Jack his final answer 
yet?” 


“Not yet—but I’ve given him my final 
‘No, ”—Voo Doo. 
“Do you know the nature of an oath, 


madam ?” 

“Well, I ought to, sir. We’ve just moved, 
and my husband has been laying the car- 
pets.” 


“When my boy does wrong,” said the 
lawyer, “his mother passes judgment. 
Sometimes, though, he takes it to the court 
of appeals.” 

“And that is?” 

“His grandma.”—Kansas City Journal. 


“Doctor, if there is anything the matter 
with me don’t frighten me half to death by 
fsiving it a long scientific name. Just tell 
me what it is in plain English.” 

“Well, sir, to be frank, you are lazy.” 

“Thank you, doctor. Now tell me the 





scientific name for it. Pve got to report 
to the missus.”—Birmingham Age-Herald. 


Spring Poet—Allow me to submit a poem 
on “Love Spring.” 

Editor—All right, but as I am very busy 
just now, please put it in the waste-basket 
yourself. 


Rich Widow—So many men want me only 
for my money, I fear. 

Poor Suitor—Darling! so little do I care 
for money that I can honestly -say I’ve 
never earned a cent in my life! 








Robinson—What did your son learn at 
college? 

Swift—Well, he can ask for money in 
such a way that it seems like an honor to 
give it to him. 

Customer—Where will I find the can- 
delabra? 

New Floorwalker—All canned goods are 
in.the grocery department on the fourth 
floor.—Judge. 


“What are cold storage eggs selling for 
now?” 

“Strictly fresh, as usual.”—Boston Tran- 
script. 
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Teacher—Animal life is divided into sev- 
eral different groups. Worms are consid- 
ered the lowest form of animal life. Now, 
Eddie, do you know what is the highest 
form of animal life? 

Eddie—The giraffe—Farm Journal. 

“Clark, the landscape artist, says he’s 
an impressionist.” 

“That so? Then from now on I’m a 
suppressionist.”—Honolulu Advertiser. 


“This paper says that prohibition has 
emptied our jails.” 

“Good! That leaves plenty of room for 
the profiteers.”—New Haven Register. 


Rip Van Winkle, wrinkled and gray from 
his 20 years absence, stood before his wife. 


“Where have you been, you scalawag?” 
she demanded. 
Rip cowed before her glance. “I was up 


at the Pension Office, waiting in line for 
my pension,” replied Rip Van Winkle. 

“Well, that’s different. How’d you get 
back so quick?” 


A CUSPIDOREAN BRIDAL BACKGROUND 

A great many people are getting ready to 
have weddings soon. Those who care to 
have everything just as nifty as possible 
may get some ideas from the following 
account of a recent nuptial which took 
place at Pretoria, South Africa. This ac- 
count is clipped from the Pretoria News: 

“The wedding took place at St. Alban’s 
cathedral yesterday afternoon of Mr. Ed- 
ward Knaggs, son of Mr. and Mrs. Knaggs 
of Capetown, to Phyllis, only daughter of 
Mr. and Mrs. F. J. Lunnon of Waterkloof. 
A reception was subsequently held at the 
Country club. The bride’s table had been 
decked with old Dutch brass in the form 
of komvoors filled with blue delhiniums. 
Instead of the usual marriage bell three 
brass cuspidors (once the property of the 
bride’s great-great-grandfather, 1792) were 
substituted, and filled with giant white 


agapanthus lilies. These formed a 
turesque background for the bride 
bridegroom.” 


— 


SCHOLASTIC MIRTH 

A young teacher was condueting the yo. 
itation in a practice class before a y,¢})- 
known educator. She had her young py- 
pils tell a great deal about the poet Wijl!j.» 
Cullen Bryant. Among other things ;; 
was related that this American writer | 
turned the whole book of Job into \; 
The educator began to wonder if al] the 
scholars knew that the book of Job was jy 
the Bible, so he interrupted with the « 
tion, “Who ¢an tell me where the book of 
Job may be found?” 

Several anxious pupils held up tly 
hands and the teacher designated op 
little fellow to give the answer. “In ¢} 
library,” he said triumphantly. 


Teacher—Tommy, is the world round or 
flat? 

Tommy—Round. 

Teacher—How do you know? 

Tommy—Well, flat, then. I don’t want 
to start an argument.—London Punch. 


“John, what is a synonym?” 

“Why, a synonym is a word you use when 
you can’t spell the other one.”—Har): 
Magazine. 





A teacher in a rural district was inst: 
ing a class of small boys in modern 
ing. “Now,” she said, “the word ‘wagon’ 
should have only one ‘g,’ ” 

Little Johnny, a farmer’s son, promptly 
jumped up in his place. “Please, n 
he cried, in a shrill voice, “if it is a | 
horse wagon it must have two ‘gees.’ ” 


“Professor,” asked the young lady vi 
“what is the strange odor in this | 
Is this the chemical laboratory?” 

“No, my dear young lady. This is the 
Latin class room.” 

“Of course! How stupid of me! I always 
knew that Latin was a dead languag - 
Legion Weekly. 


FROM FATHER TO SON 


Young Charlie had just become engaced 
and was eager to let the people at 
know, so he wrote them a glowing !c'' 
Shortly afterward he got the follo 
letter in reply: 

Dear Son—Your mother and I ar ) 
delighted for words at your splendid ne 
Marriage is a splendid thing for a young 
man. For 25 years mother has been e\ 
thing to me. We hope that you wil! ! 
a happy married life. 

From your loving par 

P, S.—Your mother has just gone tf: 
stamp. For goodness sake don’t be a ! 
—Capper’s Weekly. 


RESTAURANT HUMOR 

Man in restaurant—Here you advert 
“Turkey dinner for $1.50,” and yet al! 
give me to eat is some goat stew and boiled 
rice. What do you mean by perpetra! 
such a fraud? 

Proprietor—It is no fraud. That's 
the kind of dinner they have in Turk« 


Diner—Is there any soup on this mem 
Waiter—There was some, but | w!! 
it off —-Boys’ Magazine. 


Patron (crossly)—Say, waiter, what ar 
those black specks in my cereal? 

Waiter (after a close inspection)—Du! 
sir, unless it’s some of them vitam!! 
everyone is talking about now.—Life. 


“Look here, waiter, we’ve been wait!)s 
over half an hour.” > 

“Can’t help it, mum; this isn’t the 
vorce court.”—Punch. 
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What Science Has 


\M the earliest times the mar- 
iage of cousins or other persons 
closely related by blood has gen- 
been disapproved and in many 
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Lately Revealed about Cousin Marriages 


of being passed on to his children as 
have his hereditary flaws and blemishes. 
Among human beings and among breed- 
ers of plants and animals inbreeding 
has always been an unsolvable puzzle: 
In the human family scarcely any sub- 
ject has been fraught with more terror 
or has figured more prominently in 
both church and civil law. A number 
of the laws and commandments passed 
on by Moses to the Israelites dealt with 


sins might marry. This is essentially 
the law of the church today in all coun- 
tries where canon law prevails. In 
England at the time of Queen Elizabeth 
a civil law was promulgated permitting 
first cousins to marry. The church law, 
however, still forbade closer unions 
than third cousins. Cousin marriages 
have generally been discouraged by pub- 
lic opinion as well as by law in modern 
times. Not infrequently heart-breaking 
tragedy results whentwo 





t i 

instances sternly forbidden by law. In 
this country the laws of 16 states for- 
bid marriage of first cousins, and those 
of four others forbid the marriage of 
5 | cousins. Back of all this is 
t! ynfirmed belief than inmarriage 
or inbreeding in the human family is 
cert to result in in- 

ferior or defective off- 

spring. For the same 

re s most livestock 

mi ivoid inbreeding 


when they seek to de- 
velop high-class strains 
of nals. But careful 
study and scientific in- 
vestigation of the prin- 


ciples of heredity have 
brought out many in- 
teresting and heretofore 
unsuspected facts incon- 


nection with inbreeding 
of man, the lower ani- 
mals and even plants. 
As result of these 
studies men of science 
ha oncluded that in- 
breeding is not neces- 
sarily objectionable in 
l] es and that under 





Wy g 


a 





cousins fall in love with 
each other and then are 
compelled to separate 
and marry outside the 
family because of the 
belief that close mar- 
riages are against hu- 
man and divine laws or 
that cousin marriage in 
itself creates defects in 


the children. In one 
instance a young man 


and his cousin, ideally 
Suited to each other in 
every way, were lovers 
from childhood. Parents 
and other relatives, how- 
ever, separated them 
and each married an 
outside person. Thelives 
of both have been fill- 








‘ ed with heartache and 
( conditions it wretchedness, longing 
may produce only the ——— ae for each other. They 
most satisfactoryresults, ‘ RSs 4 really should have mar- 
Writing on the subj ried, in view of the 
al ; oe ubject If anyone should make the allegation that this sketch by the Pathfinder. } — Se nk li, 
PNYSICA ulture, A. artist represents a bootlegger’s dream, you can safely deny the allegation ; soundness 0 1 an- 
E. Wiggam says, in part: and defy the alligator. The truth is that it shows a family party on a 4 cestry on both sides 
A igh he may never “gator” farm near Jacksonville, Fla. The gators are about ready to be sold § and of their excep- 
ane t the fact. every as household pets to Northern people, exhibited in side-shows as “man-eating t tional natural fitmess 
* ae SREE, . CVETY crocodiles from the Nile,” or made into purses and handbags for the ladies. atur 
irries within him- .¢ 4 for each other. In an- 
Sel host of family ~ other instance two cou- 
sh yns—taints of insanity, epilepsy, this matter in a most emphatic manner. sins married. Although both were 
D Jia, deafmutism, hysteria or some- This fear, however, was unknown in quite sound they became the parents 
t of that kind which may crop out some of the ancient countries. In an- of three defective, feeble children. 
somewhere along the line of his de- cient Egypt close inbreeding was com- A study of their family history shows 


, ints. These family skeletons may 
havc not the slightest effect on him but 
t ' laws of heredity they may be 
t iitted to his children; they cer- 
t will be so transmitted if he mar- 
t woman carrying the same hid- 
ints. Fortunately, while some of 
grinning family skeletons may be 
1 in one’s blood there is invari- 


present a vast treasury of the 
' s of his ancestors. These may 
e suspected by himself or his 


is and they may never manifest 
elves strongly in his life and 
icter but they are there and they 


‘ hundred times as many chances 


mon and it evidently had no evil ef- 
fects so far as it concerned the wonder- 
ful family of the Ptolemies, who ruled 
the country ably and well for many 
centuries. The marriage of cousins or 
others closely related by blood has 
long been regarded with horror by the 
Hebrews, by other ancient nations and 
by all modern Christian countries. The- 
odosius, emperor of Rome (379-395, A. 
D.) decreed that no man should marry 
his cousin under penalty of death by 
burning and the confiscation of his 
property. The church in the year 1215 
issued a decree that only persons re- 
lated beyond the degree of third cou- 


beyond doubt that their union should 
have been forbidden, although each 
might safely have married someone 
less closely related. Cousin marriages 
sometimes produce the most tragic re- 
sults. Again the children of such mar- 
riages are as good or even better than 
their parents. History furnishes strik- 
ing examples of extraordinary geniuses 
springing from the marriage of cou- 
sins. For instance Charles Darwin, 
eminent British scientist, married his 
cousin Emma Westwood and they had. 
four notable sons. Inmarriage in sey- 
eral prominent American families ap- 
parently has had no bad effects what- 
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ever, the offspring in ‘numerous in- 
stances possessing unusual histrionic 


and musical 
both parents. 


ability—inherited from 

Sybils Gamboge, the 
famous Jersey bull, descended from 
high-class ancestors by half-brother 
and half-sister matings for four gener- 
ations. Instead of harming him this 
mixture of 57 per cent of the common 
blood of his ancestors made him one of 
the most famous animals that ever 
lived—he sold for $65,000. The aver- 
age human being or animal which is 
not the result of inbreeding carries 
but six and a fourth per cent of the 
blood of one of his ancestors four gen- 
erations in the past. 

Since cousin matings produce both 
good and bad results something other 
than mere consanguinity must be re- 
sponsible. Nature is not a fickle flirt, 
working first one way and then anoth- 
er. If cousin matings created defects 
they would always do so, and similarly 
if they created virtues they would do 
that invariably. Answers to the puz- 
zling questions that grow out of these 
considerations were brought out since 
1900, following the discoveries of Men- 
del, the Austrian priest-scientist, relat- 
ing to the laws of heredity. Some qual- 
ities, it has been proved, are “domi- 
nant” while others are “recessive.” For 
instance the offspring of white rabbits 
mated with black are black. Such black 
rabbits mated together give some black 
and some white progeny. The black 
is considered a dominant quality be- 
cause it always shows if present at all 
in either parent. The white is recessive 
because it recedes from view, although 
it is carried by black rabbits, to crop 


out when conditions are right. .Under 
typical conditions dominant qualities 


never skip a generation. Recessive qual- 
ities, however, may skip one or 40 gen- 
erations. Dominant qualities will show 
in the offspring if only one parent has 
them; if both parents have them they 
show in greater intensity because the 
offspring get a “double dose.” Reces- 
sive qualities do not typically show un- 
Jess both parents either show them or 
else are carrying them. 

It has been reasonably well establish- 
ed by scientific tests and experiments 
that the flavors, colors and other qual- 
ities of the numerous varieties of culti- 
vated apples were contained in the orig- 
inal sour wild crab, their forebear. The 
original chrysanthemum was no bigger 
than a small dandelion. Yet it appears 
that all the rare beauty of the finest 
cultivated chrysanthemums was _hid- 
den in the little ugly weed that grew 
wild in Japan, awaiting only the magic 
touch of the scientific plant breeder to 
bring it out. 


In an experimental study made by 
Drs. East and Jones of Harvard univer- 
sity corn which ordinarily is cross- 
fertilized (that is, the pollen grains are 
blown from one plant to another) was 
extremely closely inbred, each stock be- 
ing fertilized with pollen from its own 
tassels. The corn degenerated rapidly. 
All sorts of blasts, defects and stunted 
growths appeared. Many valuable 
characters were entirely lost and many 
of the grains produced were quite ster- 
ile. The corn at the fifth or sixth gen- 
eration appeared worthless and for 
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most practical purposes it was. After 
about the sixth generation, however, 
there was no degeneration worth not- 
ing. In the 12th generation grains from 
little worthless nubbins of two widely 
different varieties were planted and the 
resulting plants were crossed. Amazing 
to relate, all the pristine vigor, size and 
quality of the corn of a dozen genera- 
tions back were regained at one leap. 
Evidently inbreeding merely tore the 
mask from the defects present in the 
corn though hidden by dominant good 
qualities from the other parent when 
the corn had been cross-bred. Like the 
whiteness of the rabbits, the defects 
were recessive. When the corn was 
self-bred, however, there was nothing 
to cover up the defects and they came 
out glaringly. Inbreeding therefore 
does not itself cause defects; it merely 
uncovers them. 

Inbreeding purifies the stock. That is, 
by throwing out the defectives as they 
are uncovered you get a few samples 
left which, while lacking in vigor of 
growth, are free from fatal defects. 
They are small and runty but pure and 
free from taints. By crossing two 
strains which have been so freed of de- 
fects a large number of dominant qual- 








RESULT OF GENERATIONS OF INBREEDING 


ities entirely freed from recessive qual- 
ities tending to hold them back are ob- 
tained. The result is a big double dose 
of excellent dominant qualities from 
both sides. 

Dr. Helen King of the University of 
Pennsylvania has inbred 50,000 rats by 
methods similar to those used with the 
corn. Goliath, the giant” white rat 
shown in the accompanying reproduc- 
tion, is the product of six generations 
of close inbreeding, the smaller pair 
above him being the original parents. 
Goliath is said to have been the largest 
and finest albino rat ever known up to 
that time. A rat of the 35th generation 
which has had only brother and sister 
ancestors is much larger than Goliath 
and superior to him in other ways. 

Inbreeding of course brought out nu- 
merous recessive defects. Few new 
ones appeared, however, after the third 
or fourth generation. In each litter the 
rats showing defects were discarded, 
the two finest in each case being select- 
ed as parents of the next litter. The 
stock was rapidly purified because the 
hidden defects were brought to light 
and thrown out. If the pair showing 
the most defects in each litter had been 
selected to become the parents of the 
next there would soon have been de- 
veloped a line so defective that it could 
not have survived. This has proved 
true also in experiments conducted by 
government scientists. 

These investigations show conclu- 
sively that inbreeding does not of itself 
create either defects or virtues; it 


THE PATHFINDER 


merely gives them a better chance {, 
come together and meet their opposite, 
It is the general rule of Nature tha; 
most defects are recessive and nos 
virtues are dominant. This is becayse 
Nature kills off her weaklings as fa. 
as they show up—the dominant defects 
of course die with them. The recessive 
defects, however, may be carried hig. 
den for hundreds of generations. Thys 
it happens that most of the bad things 
in human nature are recessive. 


By cousin marriages and inbreeding 
the recessive defects once more ge; 
their chance to come forth from both 
sides and reveal themselves. Fron 4| 
that is now known on the subject jj 
appears that the surest way of building 
up any breed of plants, animals or 
men is by inbreeding, coupled wit!) the 
selection of the best parents and the 
elimination of the worst from the line. 
This cannot be done for the present in 
the human faimly, but it is possi} 
prevent defectives from marrying, «nd 
we shall soon have stringent la 
that end. 

When two highly inbred and ri 
selected animals of different strai 
mated a large number of fine do: 
characters from both sides, freed 
hidden defects, are brought to: 
and the offspring often are anin 
unusual size and beauty. This 
is frequently used to produce 
hogs or cattle for sale. While su 
spring are excellent individuals 
are not always desirable for br: 
purposes, 

After a consideration of all th 
going it becomes evident why soni 
sins ought to marry and why 
ought not. It depends on the 
ness of the cousins on the one 
and on the soundness of their 
tors on the other. Cousins have 


much the same set of ancestors f 


one or more defects have ap): 
among them the same defects wou! 
almost sure to crop out in the chi 
of the cousins if they should n 
About one-fourth of the childr: 
such a marriage would show the 
ily defect in full force. 
not show it at all and some would 
be carriers. 

Here is a general rule that cai 
pretty safely established from al! 
periments and knowledge to date: If 
same defect has not appeared on 
sides within three generations it 
safe for cousins to marry each 
as to marry into any outside fa 
At least one person in every 14—; 
ably the proportion is conside: 
larger—is carrying some hidden « 
There are therefore no greater 
gers for cousins with sound anc 
on both sides for three generatio! 
marry than for ordinary unrelated 
ple to marry. The chances of 
fective child are about even in ci! 
case, and pretty remote in both « 

In some communities cousin 
riages have been frequent and t! 
sue of such marriages has ave! 
high physically and mentally. Th 
due to the fact that the stock is 4 
to begin with; intermarriage serv« 
preserve and build up the good qu 
ties. In other communities cousin ! 
riages turn out bad because the st 
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Some would 












sot the bestvat the start and the de- 
are handed along in more fre- 
| and intensified form. 


_C. B. Davenport in his book on 
edity in Relation to Eugenics” 
lished by Holt and Co.), to which 
ader is referred for a more com- 
discussion of cousin marriages, 
if an island off the Maryland coast 
59 per cent of the population 

¢ to four families. In three years 
local physician did not discover 
« these people a single case of in- 
, idiocy, epilepsy or deaf-mutism., 

« the first families of Virginia 
Kentucky intermarriage was com- 
From such unions came govern- 
generals and statesmen by the 
The stock was good to begin 
and good qualities rather than 
vere intensified and passed along, 
e defects are in the stock, how- 
the results of cousin marriages 
terribly shocking. Intermarriage 
ked the royal houses of Spain and 
in after insanity crept into the 


Among the royal houses of 
ind, Denmark, Sweden, Norway 


iider Germany intermarriage pro- 
| good results. Among certain 
es studied in Pennsylvania and 
icky cousin marriages were found 
e led to ghastly results. Suicide 
found to run in the leading fami- 
fa town in Massachusetts. These 
es intermarried and _ intensified 
idency so much that the place has 
i¢ known as “suicide town” and 
vers of there families live in con- 
fear of killing themselves. 
isin marriages in themselves do 
rroduce or cause anything. They 
sify bad things and intensify good 
s. That is all there is to it. No 
therefore should absolutely for- 
uch marriages. Each case should 
udied by itself. Since this is not 
all cousins who have any thought 
irriage would do well to corre- 
| with the Eugenics Record Office, 
Springs Harbor, N. Y. All services 
endered without charge and all 
spondence is confidential, Eu- 


s has but two aims—the encour-. 


‘nt of fit parenthood and the dis- 
igement of bad parenthood, Blood 
always tell. Each person should 
o it that in his or her marriage it 
tell a story not of misery, insanity, 
olism, feeble-mindedness and woe 
1e of happiness, health, glory and 


ective persons should rarely if 
narry. They should almost never, 
deaf-mutism, marry each other. 
ns With similar defective streaks, 
her cousins or not, should never 
For many generations yet 
will be from the noblest parents 
ceasional defective child. This is 
ise the race is still carrying the 
etons of the false marriages of our 
stors. More and more, however, 
using common sense, true religion 
the aid of science, these skeletons 
be destroyed so that they will nev- 
ippear again, 
would be decidedly to the advan- 
of all farmers and breeders of 
stock to get in touch with their state 
icultural experiment stations. They 
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are.losing millions of dollars through 
false‘ideas and superstitions relative to 
inbreeding and outbreeding. The ex- 
periment stations which have investi- 
gated the matter can furnish informa- 
tion of great value. 





Wilson Retains Democratic Leadership 


Former President Wilson is deter- 
mined to bring about the defeat of Sen- 
ator Reed of Mo. because Reed, as he 
says, though a Democrat, “is incapable 
of sustained allegiance to any person 
or cause” and because he is opposed to 
the league of nations. Mr. Reed is run- 
ning for re-election. Running against 
him in the Democratic primaries is 


Breckenridge Long, who was in the 
state department during the Wilson re- 

















Latest picture of former President Wilson 


gime and is an ardent champion of the 
league. Long was defeated for the sen- 
ate two years ago by Selden P. Spencer, 
Republican, by a margin of 122,000 
votes, but Mr. Wilson and his faction 
believe that the same man can win on 
the same issue next fall. 

The Missouri situation is being watch- 
ed with nation-wide interest. Missouri 
in the past has mainly been a Demo- 
cratic state, but it is now conceded to 
be in the doubtful column, and both 
sides will put up a desperate fight for 
it. J. C. Higdon wanted to run on a 
“wine and beer” platform for the Dem- 
ocratic nomination against Reed and 
Long. He wrote to Mr. Wilson for ad- 


vice and the latter told him not to 
“complicate the situation” by forcing 


Mr. Wilson 
“I am sorry to give 


such a three-cornered race. 
added: 
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advice 
which will be unacceptable to you but 
if you believe in my political leadership 
I think it will be wise for you to ac- 






cept it.” So Mr. Higdon withdrew, thus 
allowing a straight contest between 
Reed and Long on the league issue. 

Mr. Wilson has been quite active in 
political affairs lately and has written 
a number of letters urging his follow- 
ers to stand together and come to the 
rescue of the country and mankind. 
When a delegation of admirers, mostly 
women, paid a call at his home in 
Washington a few days ago he came 
out and stood for a few moments on 
the step, and said a few words in a 
bantering way about himself. He re- 
peated the limerick which he composed 
about himself when he was president, 
as follows: 

For beauty, I am not a star; 

Many far handsomer there are, 
But my face, I don’t mind it, 
For I am behind it; 

It’s those in front that I jar. 


Beveridge Wins Indiana Primary 

These are the days when the voters 
at the primary elections are expressing 
their preferences for their party nomi- 
nees for the U, §. senate and congress. 
Indiana has led off. Senator New, a 
Republican, was seeking renomination 
but he was defeated by Albert J. Bev- 
eridge. Mr. Beveridge was formerly in 
the senate and he has a national reputa- 
tion as a public speaker and writer. He 
belonged to the Progressive party when 
that was in existence and he was a 
zealous follower of Roosevelt. Senator 
New represents rather the “regular” or 
“hard-boiled” Republican element. The 
Democrats claim that the defeat of New 
means a rebuke to the Harding admin- 
istration. The Republicans say that 
the voters simply chose the more popu- 
lar man and that that is just what is 
wanted to insure his election. Mr. Bev- 
eridge declared himself strongly against 
the league of nations. Ex-Gov. Samuel 
Ralston won in the Democratic pri- 
maries, against a field of four con- 
testants. The total Republican vote in 
the state was about 390,000 and the 
Democratic vote about 265,000. In the 
Indianapolis congressional district the 
“wet” candidate won the Democratic 
nomination but in the Terre Haute dis- 
trict the “dry” man came out best. Miss 
Esther O’Keefe was the first woman in 
Indiana te win a congressional nomi- 
nation; she will run on the Democratic 
ticket. 


MAKES GAS IN ANY STOVE 


New Burner Beats City Gar For Cooking 
and Baking—Burns 94% Air. 


A wonderful new burner which works 
in any stove and beats city gas, coal 
or wood for cooking and baking is the 
proud achievement of the Internation- 
al Heating Co., Dept. 811, 4552 North 
Broadway, St. Louis, Mo. This amaz- 
ingly simple and inexpensive invention 
makes the hottest kind of a fire con- 
trolled by a simple valve. It is perfect- 
ly safe and can be installed in twenty 
minutes. It does away with all dirt, 
smoke and kitchen drudgery, and is 
ideal for summer cooking. The manu- 
facturers offer to send this remarkable 
invention on thirty days trial to any 
reader of this paper. They make a spe- 
cial offer to one user in each locality 
to whom they can refer new custom- 
ers. They also want agents. Write them 
today.—Advertisement. 
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Special Editorial Correspondence of the pipes stesromantt from Last Week 


tions, possessed only the Giant's 

Causeway, it: could worthily claim 
the attention of travelers from the most 
distant parts of the world. The Giant’s 
Causeway is a very peculiar and re- 
markable formation of volcanic basalt 
rocks on the coast of Antrim county, in 
northeast Ireland. The same formation 
runs out under the sea and reappears 
on the Scotch coast, notably at Fingal’s 
cave, on the isle of Staffa, in the Heb- 
rides. 

The peculiarity of this formation is 
that it is broken up into innumerable 
columns. These columns are in almost 
all cases hexagonal in shape, and as 
they are packed closely together they 
resemble a mammoth honeycomb. No 
wonder the early inhabitants of Ireland 
believed that the Giant’s Causeway was 
the handiwork of a race of giants, for it 
looks too artificial to be a product of 
nature. The columns are mostly 15 to 
20 inches in diameter. The bulk of 
them are below 20 feet in height, but in 
some cases they show a height of 60 or 
80 feet. Another characteristic of them 
is that they are broken by transverse 


[ Ireland, in the way of scenic attrac- 


seams into sections or’ drums, from a 
few inches to several feet in height. 
Where one piece rests on another the 









E NiE@ "of z= 
p Giants Caiseway 





junction is cup-shaped, and not flat; 
thus the pieces of each column are 
piled together firmly, and though they 
have been exposed to the storms and 
winds of ages they have sturdily re- 
sisted all attacks. 

Perhaps you don’t know how the 
causeway came to be made.- There was 
an Irish giant in those early times 
named Fin Mac Coul. He had met and 
defeated all the giants in Ireland and 
was the acknowledged heavy-weight 
champion of the country. But there 
was a rival giant across in Scotland 
who used to come to his edge of the 
water and hurl taunts over at Fin, dar- 
ing him to come over and fight. This 
made Fin very mad, and he decided to 
put a quietus on the Scotch upstart. So 
he built the causeway right across to 
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Scotland and invited the Scot, in true 
Irish style, to come over and get licked. 

The obliging Scot did it. Fin had 
little difficulty in overcoming his an- 
tagonist in a physical way; however, 
being a good-natured giant, he permit- 
ted the Scotsman to stay in Ireland and 
to marry a young giantess there. As 
there was no longer any need for the 
causeway, and as it would have made 





an easy road for undesirable immi- 
grants to enter Ireland, Fin allowed it 
to drop into the sea, and so now the 
traveler sees only the two ends of it— 
namely the one in Ireland and the oth- 
er in Scotland. 

The question at once arises how na- 
ture could have produced such a large 
number of columns—some 40,000 have 
been counted—all made on such a reg- 
ular geometrical plan, so closely fitting, 
and in many cases so smooth and beau- 
tifully polished. The scientists have 
given us an explanation. You may have 
noticed that mud, starch and some oth- 
er materials of the sort when allowed 
to dry will contract in such ‘a way that 
the surface will be divided into rather 
regular pieces by the cracks. The vol- 
canic lava which was thrown up at 
some remote period of history in north- 
east Ireland seems to have poured in a 


thick sheet over the underlying chalk 
beds. When the lava cooled, it be- 
haved as mud sometimes does and it 


was broken up into a sort of honey- 
comb pattern, leaving the solid basalt 
in the shape of columns. 

Close by the causeway are the ruins 
of Dunluce castle—generally admitted 
to be the most picturesque castle ruins 
in the world. The walls are very mas- 
sive and strong. The castle occupies a 
commanding position on an _ isolated 
group of tumbled rocks. On the sea side 
it is lashed by the waves, and on the 
land side it is reached only by a single- 
file path running over a walled arch- 
way only 18 inches wide which in feu- 
dal days could be guarded so as to keep 
an enemy away. A huge mass of build- 
ings and crumbling masonry still re- 
mains. Great bastions, towers, turrets, 
gables and chimneys project in the air 
and form a wonderful sky-line. 

In the old days a banshee or spirit of 
evil portent lived in one of the caverns 
under the castle—for the whole rock 
foundation on -which the castle is built 
is honeycombed by caves. The banshee 
used to come around and wail mourn- 
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fully, thus. presaging death or dishono; 
to those visited. There is one roo), 
which, it is said, is kept always swe); 
by the brownies. Matter-of-fact visitors 
point out that it is the wind coming 
through the open windows that doe. 
the sweeping, but I like the brownie 
idea better. 

Brownies, or “little brown men,” |e)- 
rechauns and all sorts of fairies, sprites. 
goblins and imps are well known | 


have existed down to a‘ generation or 
two ago, even if they do not exist now. 
as Sir Oliver Lodge says they do: for 
there are old people in Ireland, Scot- 
land, Wales and Brittany who tell us 
that their grandmothers saw them ani 
were familiar with their doings. The, 
belong to the same age as the hoop- 
snakes, the horsehairs that turn to 
worms, and the fish rained down froy 
the sky. 

At Dunluce during a terrible storm in 
1639 the evil spirits carrying on a jazz 
dance in the cavern underneath the « 
tle kitchen kicked out the underpi: 
ning, and the floor of the kitchen fel! 
through and eight servants were kil! 
The guides verify this by offering you 
pieces of the actual floor. Walter Scot! 
visited Dunluce in 1814 and he wrot 
that he was disgusted with the vendors 
of what he said were sham relics ther 
I don’t like to be skeptical, but, to ; 
the least, there must have been a good 
big supply of the relics in order that 
they should have lasted not only two 
centuries till Scott’s time but till: more 
than a century since then. 

This and other strong castles in 
land were built by the English and 
other invaders in order to keep 
Irish in subjection. Considerable ni 


bers of Scots came over into the north 
of Ireland at different times with the 
invaders and settled there and int 








married with the natives. It is | 
to see that the tale about Fin Mac ¢ 
inviting the Scottish giant over to fi 
him, and then allowing him to stay, 
merely symbolic of this infiltration 
Scottish blood into this section of 
land. It is the descendants of th: 
Scots, mostly Protestants and Pres! 
terians, who are figuring in the prese! 
day news of Ireland as the Ulsteri! 
Though the Scots and the Irish are 
a general way of the same Celtic stock 
they have taken diverse paths when 
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came to religion and some_other basic 
questions. I merely touch on this 
phase of Irish history, as it is no part 
of ny purpose to go into religion, poli- 
tics or other matters on which there 
are such wide differences ‘of opinion, 
and all [ want to do is to give people 
come idea of the geography, scenery 
etc. of the Emerald Isle. 

The rocks just off shore from the 
Giant’s Causeway have been worn by 
the waves into many fantastic shapes. 
One of these is Chimney Rock. In 1588 
the Spanish fitted out a great fleet of 
ships for the purpose of dealing a death 
blow to the English power. This was 
the fleet known to history as the Span- 
ish armada. The British fleet met it 
boldly and delivered a terrific defeat to 
it. The remnants of the armada made 
their way back to Spain by going 
ground to the north of Scotland and 
ireland. It is related that some of the 
ships passed Dunluce castle on their 
way and bombarded it, as they sup- 
posed, but that the weather was foggy 
and what they shot at was really the 
Chimney Rock. 

\n aged Irishman who was visiting 
the Giant’s Causeway when we were 
there spotted us at once for Americans 
ind went out of his way to have a con- 
fab with us. He seemed to nurse a lot 
of grievances against America, and he 
made no secret of them. He stated 
plainly and emphatically that he “had 
no use for Americans.” We asked him 
why, and one of his complaints was 
that “they brag so much.” 

It is undoubtedly true that the aver- 
age American abroad makes himself 
disagreeable to the natives by the su- 
perior and boastful attitude he takes. 
lt is quite common for Americans to go 
to the Giant’s Causeway and, after giv- 
ing it a hasty “once-over,” volunteer 
the comment that “it is nothing com- 
pared to the Grand Canyon of the Col- 
orado.” This is a fact, but there is no 
need of “rubbing it in.” Americans are 
used to big things and when traveling 
in the British Isles they find the scen- 
ery on a much reduced scale. The 
mountains are really only good-sized 
hills, and the rivers are not Amazons 
 Mississippis, to say the least. The 
caves, chasms and other freaks of na- 
ture are ridiculously small. It must be 
very irritating to a local inhabitant of 
the country you are visiting to show 
vou a town hall for instance which, to 

is a wonder of the world, and 
have you make such a patroniz- 
¢ remark as: “It’s all right, in its way, 

t you ought to see the state capitol 
‘s Moines.” 

e subject of comparisons between 
rent countries is a tender and risky 
one, and you will need to have an an- 
ui disposition if you can keep your 
temper when such a discussion comes 
Viewed objectively from the Brit- 
isles, everything American seems 
It is a simple matter, from that 
(istance, to pick flaws in our govern- 
t, our administration of justice, our 
thods of education, our manner of 
using the English language, and our 
customs generally. The American has 
to make allowances for this “insularity” 
of view and accept it good-naturedly. 
(Continued next week) 
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& GOVERNMENT NOTES » 





Forest Ads Banned. The district for- 
ester at San Francisco says that adver- 
tising signs in the 17 national forests of 
California must come down, and the or- 
der provides for the effacement of ads 
printed on rocks and trees. Such ad- 
vertising is prohibited in all national 
forests without permits, according to 
the regulations of U. S. forest service. 


United States Tops List. In signing 
the Washington treaties the United 
States signed first. Signing was done 
alphabetically according to the names 
of the countries. In permitting this 
country to take the lead Secretary 
Hughes explained that it was John 
Hay who, when secretary of state, pro- 
mulgated the order making “America” 
the official designation of “The United 
States of America” in diplomatic corre- 
spondence, There are certain advan- 
tages in heading the list. 


Would Sell Doomed Ships. The 
board of naval officers appointed to 
consider ways and means of carrying 
out the naval limitation treaty provi- 
sions recommends in its report the dis- 
posal by sale of those vessels now un- 
der construction and the sale as junk, 
or sinking by gunfire, of the ships al- 
ready completed. 





Appropriation for Seed Only. Secre- 
tary of Agriculture Wallace announced 
that the $2,000,000 seed loan appropriat- 
ed by congress can be used only for 
the purchase of seed and cannot be used 
to relieve farmers hard pressed for 
cash. In reply to many inquiries which 
he has received on the subject he sug- 
gests that farmers might readily bor- 
row money from their local banks “if 
those institutions would re-discount 
some of the good paper now in their 
possession with the war finance cor- 
poration.” 





Battleship Maine Junked. Twenty 
years ago the proud battleship Maine 
was regarded as the finest fighting ship 
afloat. Today she is only a part of a big 
junk pile, and she had never fired a hos- 
tile shot. When built the vessel cost 
$5,225,000; today it would cost four 
times as much. The Maine was 394 
feet long and had a tonnage of 12,500. 
This Maine was the second battleship 


of that name; the first was the famous _ 


”? 


“remember the Maine” one which was 
blown up in the harbor of Havana, 
Cuba, just prior to the War with Spain. 





TWO OF A KIND 





“Say, black man, can’t yo’ play honestly? 


Ah know what cards Ah done dealt yo’! 
—Legion Weekly. 
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The hulk of it was later towed into the 
Gulf. of Mexico and sunk. It was offi- 
cially announced, after an investiga- 
tion of the hull, that there was no way 
to tell whether the vessel had been 
blown up by a torpedo from the out- 
side or by an accidental explosion from 
within. Probably the naval officers 
knew what the facts were, but the mat- 
ter has always been kept a secret. 


Gyroscope for U.S. Vessel. The first 
gyroscope to be installed on a passen- 
ger vessel is the Sperry gyro stabilizer 
which will be placed aboard the U. S. 
shipping board vessel, “Hawkeye State.” 
The stabilizer, which will counteract 
the rolling of the vessel, weighs 180 
tons and makes 800 revolutions per 
minute. It is the largest gyroscope in 
the world. 





Medicinal Booze Cut Down. Prohi- 
bition Commissioner Haynes is warring 
on the filling of illicit whisky prescrip- 
tions. He has limited medicinal liquor 
to 140,000 gallons a month which is one- 
tenth of the allowable amount a year 
ago. If the illegal practice continues 
he threatens to reduce the monthly sup- 
ply to 100,000 gallons. 


Mail Loot Partially Recovered. ‘Last 
October armed bandits in New York 
raided a mail truck and got away with 
$2,500,000 worth of securities. After 
months of nation-wide sleuthing post- 
office inspectors captured three men in 
New York who attempted to sell $75,000 
worth of alleged stolen bonds, and 
more arrests are promised. 


Taxing Wilson Fund Gifts. The in- 
come tax law allows people to deduct 
from their taxable income contributions 
they make to “any corporation or com- 
munity chest, fund or foundation or- 
ganized and operated exclusively for 
religious, charitable, scientific, literary 
or educational purposes.” The inter- 
nal revenue authorities at Washington 
have just ruled that gifts to the Wil- 
son memorial fund do not come under 
this legal class. Secretary Mellon says 
that as the fund is not incorporated 
time will be allowed for it to be incor- 
porated by congress. This action was 
taken on the Roosevelt memorial fund 
in 1919. 





A FIRE THAT TENDS ITSELF 


Tending dirty coal and wood fires is a 
thing of the past since the invention of a 
wonderful new device that starts or extin- 
guishes a clean, perfectly controlled fire 
by the turn of a valve. The device is the 
development of the Standard Oil Burner 
Company, 318 North Second Street, Dept. 
No. 40, St. Louis. It burns ordinary kero- 
sene and cuts fuel bills in half. It can be 
installed in any stove or range in a few 
minutes by any one. All the drudgery, the 
dirt, grime, backbreaking labor and waste 
of the old-fashioned coal or wood fire is 
done away with. To introduce this won- 
derful burner the company will sell one 
(fully guaranteed) to the first purchaser in 
each community, at a special low price. 
They wish also to establish an agency to 
whom they can refer inquiries brought in 
by their national advertising. Write them 
today.—Advertisement. 
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HE senate has been accused of 
many things but no-one is likely 
to accuse it of being speedy. After 
about two weeks of discussion, which 
ranged over many fields, the senate 
reached the bottom of the second page 
of the 438-page tariff measure. One 
item—that of formic acid—was disposed 
of after a debate of five hours. An 
amendment was offered by Senator 
McCormick of Ill. to make the duty 
six cents a pound instead of four. When 
this was voted down Senator King of 
Utah offered an amendment to make 
the rate two and one-half cents. This 
was also voted down and the committee 
rate was finally adopted—as usual. 

Another big fight occurred over 
cyanide. it was admitted generally 
that during the war a-German-owned 
company had a monopoly of this article 
and that profits as high as 900 per 
cent were made. Republicans claimed 
the proposed tariff of 10 per cent would 
keep the Germans from controlling the 
market. Democrats charged that the 
duty was for the protection of a single 
company. During this discussion Sena- 
tor Jones of N. Mex. reverted to a dis- 
cussion of ascetic acid which had al- 
ready been disposed of, which brought 
a complaint from Senator McCumber 
of N. Dak., in charge of the bill, that 
such procedure would “pickle the 
whole tariff bill.” 

Republican leaders charged the Dem- 
ocrats with conducting a filibuster on 
the measure, but the Democrats denied 
it and declared they were willing to do 
all they could to bring about an early 
disposition of the bill. Senator Under- 
wood of Ala. upbraided Senator McCum- 
ber for announcing his willingness to 
put aside the tariff bill temporarily for 
the consideration of other measures, 
particularly the bonus bill. This, he 
said, would open the way for other 
senators to demand it be put aside for 
their pet measures—“and we'll be here 
until the dogdays.” The Republican 
leaders decided to hold night sessions 
to speed things up. 

Democratic senators occasionally re- 
lax from discussing the various sched- 
ules and technical points involved and 
indulge in a general denouncement. 
Senator Simmons, ranking minority 
member of the finance committee, sub- 
mitted a minority report in which it was 
asserted that the title of the tariff bill 
should be “an act to mortgage the 
country and its resources to the pro- 
tected and monopolized industries.” It 
was further asserted that the pro- 
ponents of the measure were actuated 
by the belief that “the only way to 
afford protection is to double the dizzy 
heights of the protection wall and to so 
out-Aldrich Aldrich as to make him and 
his memory anathema to his quondam 
idolatrous followers.” 

Senator Robinson of Ark., who was 
the silver-tongued orator and chairman 
of the Democratic national convention 
and who led in the opposition to the 
four-power treaty and most of the other 
treaties resulting from the disarma- 
ment conference, came to the aid of his 
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friend, Senator Broussard of La. in 
the fight for a higher duty on rice. He 
asserted that no complaint had been 
made of the rate in the existing emer- 
gency tariff bill, and that nothing had 
been revealed in the hearings before 
either the house or senate committees 
to justify the lower senate rate, which 
would cause the American market to 
be flooded with rice from the Orient. 
The statesmen are all protectionists 
when it comes to some product from 
their own section. : 

Senator Walsh of Mont. made a special 
attack on the flexible tariff plan which 
authorizes the president to change rates 
in order to equalize conditions of com- 
petition in trade. This plan he declared 
unconstitutional since the constitution 
specifically reserves. to congress the 










SENATOR 
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oF ARK 


power to lay and collect taxes and im- 
port duties. He held that congress is 
without power to delegate this duty 
and cited many legal cases in support of 
his argument. Senators Simmons and 
Underwood supported his contention. 

It looks like trouble ahead on the 
bonus measure, The house has already 
passed it, and there seems to be in the 
senate a large majority in its favor, but 
the difficulty lies in agreeing with the 
president on the form of the bill. In 
order not to face the prospect of a 
veto Republican members of the finance 
committee went to the White House to 
discuss the matter with the president. 
Decision was reserved until after a cab- 
inet meeting, but it was reported later 
that the president still adhered to the 
opinion he expressed before congress 
last year that the bill should contain 
provisions for payment. For this rea- 
son he was said to be opposed to both 
the house plan of adjusted service. cer- 
tificates and to Senator Smoot’s. plan of 
a paid-up insurance policy. It was 
further said he did not approve a plan 
based on the expectation of the repay- 
ment of the British loan. He expressed 
a preference for a sales tax to raise 
the funds. ; 

Senator Borah of Idaho has shown 
no disposition to let up on Boris Bakh- 
meteff, “Russian ambassador,” who is 
also a friend of Gen. Semenoff, “the 
butcher,” and a sort of custodian of the 
$187,000,000 lent through him to the 
Russians under the Kerensky govern- 
ment. The senator’s main attack on the 
diplomat of uncertain standing has been 
along the line of the disposition of the 
money lent through him. It was charged 
that Bakhmeteff did not send it all to 
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Russia or spend it for the Russia) 


sOV- 


ernment, but.that he became inter¢sj.q 


in real estate in New York and Chi. 
The senator pointed out that the 
instalment of the big loan was h; 
over to Bakhmeteff 17 days afte, 
fall of the Kerensky government. 
he charged that further sums 
furnished him from time to time 
the treasury for the upkeep of “th, 
called Russian embassy.” 

Mr. Bakhmeteff answered by writ 
a letter to Secretary Hughes in whi: 
denied being interested in any 
estate in New York or Chicago, a 
which he declared that whateve) 


of the sum lent through him to huss 


that was not. spent for war mat 
was placed in a liquidation fund {. 
payment of American claims. Hi) 


(So, 
1 
iast 


\(led 


the 
ind 


Were 


om 


ther declared that he acted in co-oy ers 


tion with officials of the treasury « 


ment and that complete accounts » 


rendered as to the disbursement 
entire fund. 

This reply did not satisfy the | 
senator. In a speech in the sen: 
read a list of 20 questions he s: 
would like the secretary of st:! 
answer. These related mostly 
disposition of the money of th: 
He also requested the date of t) 


port of our ambassador to Russia to the 


effect that Bakhmeteff was no lo 


recognized as Russian ambassador. | 


fiery Western senator has mac: 


Bakhmeteff’s position uncomfort:) 


and seems determined to keep 
him until he gives up the pretensi: 
being the Russian ambassador. 
Senator McCormick of IIL, head 
the senate committee investigatin: 
occupation of Haiti, got a letter on 
subject from the former secreta: 


state, Robert Lansing. Mr. Lansing ex- 


plained that is was necessary fo! 
United States to intervene in the is 
in 1915 in order to terminate a cv 


tion of savagery and anarchy, ani t 


save the Monroe doctrine. The Ger 


he said, greatly desired a coaling st:\! 


on the island and had taken ste) 
that end. Intervention was urgen' 
said, to forestall the Germans and 
the people who had been the victi: 
repeated revolutions fostered by th: 
tators. The treaty made, he 


followed the form of the treaty made !)) 


President Roosevelt with the Dominican 


Republic. A committee of the fo 


policy association called on Secre' 


Hughes to urge an immediate ter: 
tion of the military occupation, bu 
secretary told them he was full) 
vised of the situation, that he was \ 


ing to re-establish tranquillity and | 


the marines would be withdraw 
soon as conditions would warran! 

Senator Harrison, Democratic )»: 
cal whip, found a new opportunil 
his fancy in the matter of the app: 


ment of Nat Goldstein as internal 1 


nue collector at St. Louis. He bro 
forth proof to show that Mr. Golds 
had received $2500 of the “co 

Lowden campaign fund” in the h« 

lican primary contest for preside 
candidate. He also presented edil: 
comment to the effect that Goldstein 


a leader in a political ring of not \' 
high standing. He further named + 
eral men who had received parts 0! 
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campaign fund and who had subse- 
quently been appointed to office. Sena- 
tor Spencer of Mo. defended the ap- 
pointment and praised Mr. Goldstein 
highly, stating that he had returned the 
money he had received when he was a 
candidate for delegate to the Chicago 
convention. He also presented to the 
committee indorsements of Mr. Gold- 
stein by business and professional men 
of St. Louis. President Harding for- 
mally withdrew the nomination at Mr. 
Goldstein’s request, 

As election days draw nearer there is 
9 rise in the political thermometer and 
partisan speeches and partisan acts be- 
come more and more frequent and 
spirited in both houses of congress. 
Sometimes the political blow rebounds 
and the attacker feels its force. Mr. 
Byrns of Tenn., ranking member of the 
appropriations committee, secured the 
passage of a resolution requesting the 
president to advise the house as to the 
record of economy achieved by the 
budget bureau. The budget director’s 
report made good campaign material 
for the Republicans, 

fhe president, transmitting Director 
Dawes’s report, showed a reduction in 
the expenditures of the administration 
over the outlay for 1921 of $907,500,- 
0. This reduction, he pointed out, 
relates to expenditures “which come 
under executive pressure” and does not 
include $700,000,000 of other reduc- 
tions which are not related to the 
routine business government, The budg- 
et director showed over $250,000,000 
“which may be fairly accredited to the 
new system of administration.” 

Mr. Byrns of Tenn, and Mr. Byrnes 
of S. C. attacked the report and criti- 
cized it as “plainly deceptive” and cal- 
culated to mislead the public. They 
said it was regrettable that the presi- 
dent should be misled by savings of the 
“paper variety,” and that if he believed 
the budget bureau he should urge con- 
gress, in justice to-the taxpayers, to de- 
clare a dividend. “The reduction in 
taxes,” said Mr. Byrns, “is the only test 
as to whether or not there has been a 
reduction in expenditures. The plain 
fact is that there has been no reduction 
of taxes by the congress except that of 
the big trusts and multimillionaires of 
the country.” Republican Leader Mon- 
dell told the Democrats they were mere- 
ly “quibbling” over the details of the 
savings effected, and he claimed the 
savings were due quite as much to the 
“et ince of congress as to the budget 
ureau, 

The wheels of the legislative mill 
were stopped for a while in the house 
in order to pay honor and tribute to 
the house’s grand old man, “Uncle Joe” 
Cannon of IL, who had just turned his 
S6th milestone of life. The Republican 
leader, the Democratic leader and the 


‘ Whole lady membership of the house 


spoke words of affection for the veteran 
while the rest of the members clapped 
their hands. “Uncle Joe” made no ver- 
bal reply, but tears of emotion came 
to his eyes as he listened to the expres- 
sions of friendship and love on every 
side. Mr. Mondell of Wyo., alluding to 
Mr. Cannon’s announced intention not 
‘0 run again, said he would be with his 
colleagues in spirit and continue to in- 
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spire them with courage and loyalty. 
Mr. Garrett of Tenn. said “Uncle Joe” 
had been a source of desperation to the 
Democrats but always a source of in- 
spiration to all men everywhere. Miss 
Robertson of Okla. compared him with 
Moses giving up the care of Israel— 
“but his eye was not dimmed nor his 
natural force abated.” The lady mem- 
ber stated that she hoped to come back, 
and counted on the pleasure of seeing 
“Uncle Joe” on his visits back to see 
how the house is behaving. 


In the Senate 

Resolution to inquire into alleged 
failure of department of justice to in- 
vestigate violations of Sherman anti- 
trust law and Clayton act—by Senator 
King of Utah. 

Resolution to inquire into proposed 
plan for merger of seven large steel 
corporations—by Senator LaFollette of 
Wis. 

Announcement was made that naval 
committee would refuse legislation for 
development of new naval bases on 
Pacific coast. 

Rear-Admiral Gregory told navy com- 
mittee that navy department had de- 
cided to cease work on developing 
North Chicago training station. 

Henry Ford’s “dream” of cheapening 
the price of fertilizer by production at 
Muscle Shoals “could not come true,” 
according to C. L. Parsons, former chief 
chemical engineer for the war depart- 
ment. He opposed private development 
of the plant which promised fertilizers 
at half price without a guarantee that 
the reduction would be made. The 
president of the American Institue of 
Electrical Engineers told the committee 
that the engineers and business men 
who had made a detailed study of Mus- 
cle Shoals had done so for reasons of 
their own and not from the standpoint 
of the government. Chairman Norris 
of the agricultural committee called 
Henry Ford’s offer for the plant an “un- 
conscionable contract.” If congress 
should accept, he said, Mr. Ford could 
take the concession to Wall street and 
get an advance of 1000 per cent on it. 

Adopted resolution authorizing presi- 
dent to revive former extradition treat- 
ies with Germany, Austria and Hun- 
gary. 

Adopted conference report on agri- 
cultural bill carrying $36,774,000, and 
sent bill to president. 

Adopted resolution by Senator Lodge 
of Mass. favoring establishment of na- 
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Youth (to barber)—Cut me a little, please, 
so that people will see I’ve had a shave.— 
Journal Amusant. 
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tional home for Jewisfi people in Pal- 
estine. 

Passed bill authorizing postmaster- 
general to grant to cities permits to use 
special canceling stamps without cost 
to government. 

Bill to provide credit facilities for 
preservation and development of live- 
stock industry—by Senator Capper of 
Kans. 

Bill to create a White House police 
force—by Senator Phipps of Colo. 

After hearing Secretary of State 
Hughes foreign relations committee de- 
cided to give that official free hand in 
revival of German patents treaty. 

Chairman McCumber of finance com- 
mittee announced it was planned to lay 
aside tariff bill temporarily to consider 
bonus measure, which he _ thought 
would not take more than two days. 

Miss Alice Lorraine, Nonpartisan can- 
didate for governor of S. Dak., appear- 
ed before committee in charge of ship 
subsidy bill and declared the measure 
would prove “a gold mine for shipping 
interests but a gold brick for the 
farmers.” 

In the House 


Appropriations committee reported 
bill carrying $12,000,000 for additional 
hospitalization facilities and authoriz- 
ing contracts to the extent of $5,000,- 
000 additional to be entered into. 

After strong opposition Treadway bill 
to create 10 new internal revenue col- 
lection districts was laid aside. 

Passed and sent to senate Miller bill 
prohibiting import and export of all 
narcotics except crude opium and cocoa 
leaves, and creating a federal narcotic 
control board. 

Passed bill authorizing Philippine 
government to increase its bonded in- 
debtedness from $30,000,000 to $75,000,- 
000. 

Bill to reduce fee to vise passports by 
American consuls from $10 to $2—by 
Mr. Mills of N. Y. 

Mayor of Philadelphia headed delega- 
tion to urge federal recognition of pro- 
posed sesquicentennial exposition cel- 
ebrating declaration of independence, 
in 1926, 

Foreign affairs committee reported 
resolution requesting president to call 
a conference of maritime nations to 
stop pollution of navigable waters by 
oil-burning vessels. 

President asked for $1,000,000 for sur- 
vey and design of a dock at Juneau, 
Alaska, on war department claim that 
it would reduce operating costs and 
shipping delays. Request also received 
from war department for supplemental 
appropriation of $4,000,000 for sites and 
other military purposes. 





HIS HEARING RESTORED 

The invisible ear drum invented by 
A. O. Leonard, which is a miniature 
megaphone, fitting inside the ear en- 
tirely out of sight, is restoring the 
hearing of hundreds of people in New 
York City. Mr. Leonard invented this 
drum to relieve himself of deafness and 
head noises, and it does this so success- 
fully that no one could tell he is a deaf 
man. It is effective when deafness is 
caused by catarrh or by perforated, or 
wholly destroyed natural drums. A re- 
quest for information to A. O. Leonard, 
Suite 1004, 70 Fifth avenue, New York City, 
will be given prompt reply.—Advertisement. 
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BRITISH ISLES 


Truce Made in Ireland. A peace con- 
ference at Dublin reached terms of an 
agreement by which the civil war in 
Ireland between Free Staters and re- 
publicans and between the two factions 
of the army could be stopped. On mo- 
tion of De Valera the dial eireann adopt- 
ed a resolution ordering both sides of 
the army to cease fighting and sign a 
truce. Just as the ntéws of the truce 
came the regulars of the army had re- 
captured the last stronghold held by 
the insurgents—Ormonde castle in Kil- 
kenny. Both sides agreed that the dail 
should be the supreme government. It 
was accepted as a fact that the majori- 
ty of the people were willing to accept 
the peace treaty, and it was agreed 
that an election should be held to form 
a government that would have the con- 
fidence of the whole country. 

In Belfast sniping and cold-blooded 
murdering again broke out. Two teach- 
ers in a Catholic school were taken 
from their homes, shot and thrown into 
a pit. Four persons were killed in one 
day, including a child. Shootings have 
also occurred in other parts of Ireland, 
and in some cases the victims were 
accused of being spies. 


Fog Proves Very Costly. London 
has always suffered from heavy, dense 
fogs, but it is not generally realized how 
costly these fogs are to the great city. 
Results were tabulated of a recent fog, 
one of the worst in the city’s history. 
It was estimated that the fog cost the 
city $3,000,000 a day for the three days 
it lasted. Six men were drowned by 
walking off piers. Trains and street- 
cars were delayed or stopped, and traf- 
fic was in general suspended. There 
were 60 vessels off Gravesend, loaded 
and helpless. This fog was caused by 
smoke, and renewed efforts have been 
started to do away with the smoke 
nuisance. 





Girl Lives with Cannibals. Miss Bea- 
trice Grimshaw, an Irish novelist, en- 
tertained London with the story of her 
experiences on South Pacific islands 
where she spent two years among can- 
nibals in search for “experiences.” She 
explored the island of Goaribtri in the 
Gulf of Papua where a missionary had 
been killed and eaten. Natives, she 
said, held human flesh before her laugh- 
ingly and ate it in her presence. They 
seemed attracted by a chance for “white 
meat,” and one wild young woman set 
her teeth gently in Miss Grimshaw’s 
arm with a look of longing in her eyes. 
“I enjoyed myself immensely,” said the 
novelist. 


Flight Stopped by Death. A plan to 
fly around the world in an airplane was 
frustrated when Sir Ross Smith was 
killed near London in a practice flight. 
Sir Keith Smith, his brother, who was 
to make the world flight with him, in- 
tended to take part in the practice 
flight but arrived at the field too late. 
The Smith brothers were Australians 
and became famous as airmen by flying 
from England to Australia in 1919, win- 
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ning a prize of £10,000. They were al- 
so knighted for the feat. 


Woman in House of Lords. Lady 
Rhondda, a wealthy peeress who has 
been called the “coal queen,” has as- 
serted her right to a seat in the house 
of lords by reason of her rank, and the 
committee on privileges of that house 
reported favorably on the case. That 
action, while a very important one in 
her favor, did not insure her a seat. 
The lords themselves will have to final- 
ly pass on the matter, and there is con- 
siderable opposition on the part of the 
conservative ones. If Lady Rhondda is 
seated there are 23 other peeresses in 
the kingdom who can take advantage 
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of the decision. In the meantime Lady 
Rhondda has had trouble of a different 
kind. Her husband Sir Humphrey 
Mackworth, left her some time ago 
declaring their marriage was a failure, 
and only recently her petition for res- 
toration of conjugal rights was grant- 
ed by the courts. This is usually the 
preliminary for a divorce action. Lady 
Rhondda is one of England’s most noted 
business women, having taken charge 
of the big coal business of her father 
upon his death. 


FRANCE 


Cures Hundreds by Suggestion. A 
French physician of Nancy, Dr. Coue, 
(pronounced Koo-aigh) has attracted a 
great deal of attention by the number 
of remarkable cures he has effected by 
auto-suggestion. His enthusiastic ad- 
mirers call his results miracles, but he 
admits there is nothing miraculous 
about them. His method consists main- 
ly of the constant repetition of the 
following phrase: “Every day, in 
every respect, I am getting better and 
better.” Several trips were made by 
the doctor to London to lecture and to 
treat classes. Only a small part of 
those who tried to hear him could be 
accommodated, and since his classes 
were limited to 800 a great number 
were turned away disappointed. 


Kills Self for Peggy Joyce. Peggy 
Hopkins Joyce who recently secured a 
divorce from the Chicago lumbef king 
has continued her career of heart-break- 
ing at Paris. A young Chilean million- 
aire, madly in love with her, killed him- 
self when told his attentions could not 
be accepted because he had a wife and 
child. He was separated from his wife 
and counted on getting a divorce. 
Peggy, who was a former actress, de- 
clared herself much grieved and _ said 
she did not want to see another jazz 
band or taste champagne again. Later 
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she left for America, and a large , 
at the boat were treated to the 
tacle of her kissing her new {j, 
who is said to be the richest 1) j; 
France. It was through jealous, of 
this man the Chilean killed himse! 


rowd 
spec. 





Claim Small Pacific Isle. A wari) hy 
friendly exchange of diplomatic note 
has taken place between Mexico 4nq 
France relative to the possession of , 
little island in the Pacific opposite 
Central America at nine degrees joyth 
latitude and 111 degrees west longitude. 
The name of the island is Clippertop. 
from the English corsair who stoppeq 
there about the middle of the 18th cen. 
tury. It was discovered by a Spaniar« in 
1527; about 1711 two French vessels 
stopped there; and about the middle of 
the 19th century another French ofjicey 
planted the French flag on the rock. | 
is little more than a rock some five 
miles square, incapable of supporting 
life through lack of water and vevets- 
tion. The only inhabitants are sey. 
birds. Since the opening of the Pan. ma 
canal it has assumed an increased v;\ye 
since it might-serve as a supply station 
on the route to the orient, and it is ad- 
mirably situated for meteorologica! ob- 
servations. A few years ago some \ey- 
icans set up a camp to work the gun 
supply and the captain of a French 
sel passing by invited them to 
Hence the diplomatic procedure. 


ITALY 


Trouble at Genoa Conference. 
has-been rough sailing from the 
at the economic conference at (: 
and one crisis after another threa' 
to break up united effort. The » 
split was between France and (reat 
Britain over the restoration of forvign 
property in Russia. Premier | loyd 
George was willing to make a conces- 
sion to the soviet policy of nation: \iza- 
tion of all property in the state a 
accept merely the use of it at the hands 
of the government. Belgium with | 
erty rights in Russia amounting to «)out 
3,000,000,000 gold francs made a st 
strenuous objection and demand: 
least that the soviet government gu: 
tee the property would not be tu 
over to new owners. France hesil: ied 
for a while between her two 
Belgium and Great Britain, and 
a trip to Paris M. Barthou, head o 
French delegation, came back wil! 
structions to side with Belgium. 
French insisted that this was n 
decision against Great Britain, )u! 
Lloyd George was reported to 
violently exclaimed that the en! 
between France and Great Britain °° 
at an end. 

The allied powers joined in mas": 
certain demands and offering co 
sions to Russia as a preliminary t: 
ognition and financial aid and it 
feared that the Belgian demand w: 
prevent Russia’s acceptance. Anot 
point causing difficulty was a non 
gression agreement, based on a ¢!: 
in the four-power pact, providing ‘):' 
in case one power became aggres 
the others would consult as to m« 
of bringing such aggression to an ‘ 
M. Barthou announced that unless | 
Russians answered the allies’ dem: 
with a categorical “yes” the confere: 
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. ould be at anend. The Russians were 
-ool to the propositions made them, for 
the reason no mention was made of 
recognition or of government loans. 
The Germans requested another meet- 
‘ng of the signatories of the Versailles 
treaty for the purpose of modifying 
reparations demands. The English 
quain appeared willing to acquiesce, but 
not the French. 


Earth Waves Rock City. Undulations 
of the earth under the city of Corato in 
the southern part of Italy demolished 
huildings for almost a mile in extent, 
destroying about one-third of the town 
of 50,000. It has long been*known that 
the city Was over a subterranean body 
of water, the currents of which cause 
the disturbances. The great shake came 
just as the government was consider- 
ing a plan to spend 9,000,000 lire in 
draining the underground lake and 
making the foundations of the city 
solid. The whole of the city is under 
coustant menace and many of the in- 
habitants have fled from the place to 
neighboring towns. 


GERMANY 


Commits Murder by Phone. A Ger- 
I merchant was tried in a Berlin 
court on the charge of murdering a 
rival merchant by telephone, and only 
bv a technicality did he escape convic- 
tion. The testimony showed that Kob- 
the defendant, made a practice of 
calling up his rival, who was suffering 
from consumption, and asking him: 
“Have youstill got yourlung?” He would 
follow this up with the suggestion that 
the sick man might as well hang himself 
out of the window since he had no 
chance for recovery. This “mental 
treatment,” it was alleged, resulted in 
collapse and premature death of the 
sulierer,. 


ICELAND 


Decide to Admit Wine. Both houses 
of the congress of Iceland adopted by a 
big majority a bill to exempt wines con- 

ing no more than 21 per cent alco- 
from the prohibition law. Pressure 


been brought to bear on Iceland, as - 


is on Norway, by the wine produc- 
ountries of southern Europe which 
itened a boycott of the fish the 
iern countries export. 


ARGENTINA 


“top Hunt of Monster. The plesio- 
us in the wilds of Patagonia will 
be bothered until next summer— 
is, next winter in the northern 
isphere. The. coming of cold weath- 
iused the abandonment of the un- 
‘sSful scientific hunt, but Prof. 
li of Buenos Aires, in charge, an- 
need his intention of organizing an- 
' expedition to find the antedilu- 
creature next. year. 


MADEIRA ISLANDS 


former Empress a Problem. Europe 
trying to find out what to do with 
‘a, Widow of the late ex-Emperor of 
tria-Hungary. She was left at 
chal with her family, where they 

‘ec in exile with Charles. This fam- 

''\ consisted of six children at the death 
Charles, and a seventh has just been 
‘ded. In order that her last child 
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_might be born on Hungarian soil, two 


eases of native earth were sent her 
from Budapest with which the floor of 
her room was covered. The British 
have suggested to the council of ambas- 
sadors that each of the five succession 
states of the old Austro-Hungarian em- 
pire contribute 50,000 gold francs an- 
nually, but it is not expected that the 
states will agree to this proposal, The 
king of Spain has been friendly to Zita 
and it is expected that he will provide 
her a home, at least for a while. 


MEXICO 

Villa Running for Governor. The 
famous outlaw, Francisco Villa, has 
again entered politics but in a peaceful 
way. He is now a candidate for the 
governorship of the state of Durango. 
He has evidently found life a little too 
quiet on.the farm the government fur- 
nished him. Just 11 years ago he cap- 
tured Juarez as a general of Madera’s 
forces. 


HAWAII 


.To Tap Voleano Force. A contract 
has been let for a job that is to turn the 
heat of the active volcano of Kilauea, 
Hilo ®land, into industrial channels. 
Nothing of the sort was ever done be- 
fore, but the backers of the scheme ex- 
pect to make a success of it. Borings 
will be made in the region of the cra- 
ter in search of the underground heat, 
especially in the recent lava flows, and 
if found in convenient form the heat 
will be drawn off for various practical 
uses. The work, it is expected, will 
take about six months. 





Fines for Fair Bathers. Even on the 
beach of Waikiki, near Honolulu, where 
only a short time ago the girls wore 
only a few wisps of grass hanging from 
the waist, the reformer has got in his 
work and the censor is on the job. A 
law was passed regulating bathing suits 
—which were introduced from the U. S. 
A. A number of the sea maidens were 
sogn haled before Police Judge Light- 
foot for infraction of the law, and they 
were sentenced to pay 10-cent fines. 
After the judge had thus applied the 
law, which he called absurd, he handed 
back the dimes to the unrepentant 
swimmers. The sheriff, however, was 
a little more stern. He objected to 
scanty costumes disported on the beach, 
and he issued a warning that the ladies 
must either “get into the water or get 
into more clothes.” 


CHINA 


Gen. Wu the Victor. As was gener- 
ally expected the war between Wu Pei 
Fu and Chang Tsao-Lin resulted in the 
rout of Gen. Chang, the governor of 
Manchuria, His forces were driven 
from the region of Peking leaving Gen. 
Wu in control of the city and govern- 
ment. Peking was closed to the sol- 
diers of both sides, even to the wound- 
ed who clamored at its gates. The 
heaviest fighting occurred about 12 
miles from the capital, and it was esti- 
mated that as many as 7000 were killed 
in one day. The routed army left be- 
hind most of its artillery, munitions, 
horses and camel trains, as well as its 
dead and wounded. Chang did not re- 
ceive the aid expected from President 
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Sun Yat Sen of the Canton government. 
His army was forced across the Hun 
river and in the direction of Tientsin in 
great disorder—attempts to reform it 
being ineffectual. 

Wu Pei Fu did not enter Peking. He 
declared he was not interested in poli- 
tics and did not care to take charge of 
the government. His desire, he said, 
was to unify China, create harmony be- 
tween the North and South,. abolish 
militarism and revive industry. The 
presidency was left in the hands of 
Hsu Shih-Chang who immediately dis- 
missed Premier Liang Shih-yi, the 
main cause of the trouble, and ordered 
his arrest. Other cabinet officers were 
also kicked out. Gen. Wu declared that 
no more fighting would be necessary if 
Chang would retire beyond the great 
wall and let his men be disarmed. He 
also said he would not fight the Canton 
troops unless they advanced into his 
territory. It was reported, however, 
that Sun Yat Sen was sending troops 
north against Wu, and some leaders de- 
clared the civil war has only begun. 





Sales Depend on Color. Traders in 
China have come to recognize the fact 
that the color of the wrapper often sells 
the goods in that strange country. The 
color prejudice is strong. As a general 
thing the Celestials are very partial to 
red, yellow, gold, bright brown, purple 
and pink. White and blue are mourn- 
ing colors for them, and green always 
carries an omen of bad luck. There is 
no use in trying to sell Chinamen some- 
thing wrapped in green. 


SIAM 

King Translating Shakespeare. The 
king of Siam is such an ardent Shake- 
speare enthusiast that he is now busy 
translating the works of the great Eng- 
lish bard into Siamese. He also an- 
nounced that he is doing his utmost to 
have the Siamese study Shakespeare. 
He proved that his interest is more 
than sentimental by sending a check of 
$500 to. the Shakespeare Birthplace 
Trust, in England, and $200 for the me- 
morial theater fund. 
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elcome 
To Trial Subscribers 


If you are receiving the Pathfinder on trial 
for 13 weeks we hope you will find that 
the paper stands the test, week by week, 
and that it is something which you will 
want to have permanently. The Pathfinder 
depends for its growth on “delivering the 
goods,” rather than on superficial appear- 
ances or claims. It tells its own story, and 
you are the judge. Please note that if yours 
is a 13 weeks trial order the expiration of 
your subscription is indicated by the num- 
ber on your address label. This number re- 
fers to the serial number of the Pathfinder, 
which is on the front page of each issue. 
For example if the number on your label is 
1482, this means that your subscription will 
end with the issue that bears that number, 
which will be May 27th. With that issue we 
will stop sending you the paper unless you 
have it renewed. We cannot change the ad- 
dresses of trial subscribers. Please donotask 
this, but send renewal order if your address 
is changed before trial subscription expires. 
Kindly keep track of your subscription and 
be sure to let us have your renewal in good 
Postage and correspondence are now extra 
costly and in the interest of conservation 
we ask you to co-operate in this way and 
send in your dollar for renewal with- 
out waiting for us to invite you by special 
letter. PATHFINDER PUB. CO. 
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Why King George of England is “Broke” 


ARD times, like the gentle rain, is 
H no respecter of persons; it falls 

on the just and the unjust alike. 
To some it is merciful while to others 
it vents its full vengeance. Every- 
body knows what hard times mean, 
but not everybody reckons them by the 
millions of dollars. To the average 
mortal an income of a few millions a 
yvear would mean that hard times were 
over for him. At least it wouldn’t be 
so hard to stand them. But there is one 
person who, in spite of an enormous 
income, has been hard hit by old H. C. L. 
He is hard up, getting deeper in the 
hole every day; knows it, would like 
to get out, but cannot do it because he 
isn’t allowed to. The poor devil is the 
king of .England, the only first-class 
monarch left in Europe. 

For the last few years since the war 
the income allowed him by the parlia- 
ment, amounting to about $3,000,000 a 
vear, has been insufficient for his in- 
conceivably complicated and antiquated 
method of living. He is spending about 
$200,000 more than his income, and to 
cover this- deficit he has had to dig 
down and make it up from his private 
inceme. Gladly would he live a simpler 
life and keep within his allowance. 
Willingly would he forego the court 
splendor and ceremony, but not so; 
the Pritish dote on all the circus-like 
pomp and tinsel. The officials who regu- 
late each movement of His Gracious 
Majesty could not consent to elimi- 
nate one item of ceremony, for they 
believe it would injure the prestige of 
the British Empire if their sovereign 
lived a simple life merely for thé sake 
of economy. So the king was informed 
that he must keep on being extrava- 
gant, no matter what happened. And 
one of the things that happened was 
a request of parliament by the chan- 
cellor of the exchequer for permission 
to sell part of the Duchy of Lancaster 
property, from which the king receives 
an income of $250,000 annually, to meet 
the current deficit in the king’s expenses. 

The high cost of living is to blame 
for it all. During the war the king 
lived in a very economical manner and 
was able to keep within his income, 
and return $500,000 to the government. 
But when the war was over and the 
Court of St. James began to function 
with all its former glory, it was found 
that the increased cost of food, wages 
and other things had rendered it im- 
possible to make ends meet. It must 
be remembered that he has to supply 
many hundreds of persons with board, 
lodging and “liquid refreshment.” (Eng- 
land isn’t dry.) It would require 
several volumes to enumerate all the 
high officials in the king’s household, 
specify the strange and antiquated 
functions they perform and classify the 
ordinary servants, coachmen, cooks 
ete. who live at his expense. But the 
Royal Lamplighter, who used to draw 
$3000 a year, is now abolished. 

There are 420 persons of high social 
position in the royal household and 
each one requires a staff of trained 
servants to wait on him—or her. At 
the head of these are 14 extremely 
lofty dignitaries, including the Lord 
Chamberlain, the Lord Steward and 
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the Comptroller of the Household, who 
change office with each political admin- 
istration. The king’s highest paid serv- 
ant is his French chef, who gets $10,- 
000. Among the queer, curious and 
ancient offices maintained in spite of 
their uselessness and the change of 
customs and manners are the Lord High 
Almoner, who gives away the king’s 
alms, the Gentleman Usher of the 
Sword of State, the Master of the King’s 
Music, the Coroner of the King’s House- 
hold, the Gentleman of the Cellars, the 
Bargemaster, the Coroner of the Verge, 
the Keeper of the Swans, the Showers 
of the State Apartments, the Secretary 
of the Private Secretary’s Office, the 
Poet Laureate, the. Sculptor-in-Ordi- 
nary, the Keeper of the Jewel House, 
the Gentleman Usher of the Back Stairs, 
the Keeper of the King’s Archives, the 
King’s Privy Assistant, the Royal Draft 
Hunter, and many others equally as 
strange. The king also has a medical 
household of 26 physicians and surgeons 
which is appropriately completed by 





Ft WANT 
Grorcev's ml : 
the “Coroner of the King’s Household.” 
There is a ministerial force of 40 clergy- 
men who are liberally provided for. 

Altogether there are over 500 people 
who must be provided, not only with 
food but with liquor every day, and 
the rise in the cost of alcoholic drinks 
has added no small item to the king’s 
expense bill, For although His Majesty 
is said to drink very little, he is obliged 
by tradition and public sentiment to 
keep the largest wine cellar in all Eng- 
land. Everybody in the household ex- 
pects a liberal supply of liquor of a 
quality befitting his rank—champagne 
and rare wines for the grandees, 
whisky and gin and ale and porter and 
stout for the laborers and servants. 
The Gentleman of the Cellars is one of 
the most distinguished offices in the 
list. It is his duty to purchase all the 
king’s liquors and to see that they are 
well cared for. It is estimated that 
there are 1,000,000 bottles of the choic- 
est wines and liquors in the king’s 
cellars and that they are worth at least 
$5,000,000. And the king pays for it. 

He has to pay about $20,000 a year to 
care for his various uniforms, of which 
he has about 500. He is honorary 
colonel of 30 British regiments, these 
being the ancient ones that use the 
most gorgeous and expensive uniforms. 
He also holds commissions in many 
foreign armies. He is likewise sovereign 
of all the orders of knighthood and is 
compelled to pay for the costly robes 
and jeweled decorations they require. 

The ceremony of opening parliament 
constitutes an enormous expense. This 
rite takes place every year ordinarily 
and calls for a lavish expenditure of 
money. The king in his royal robes 
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proceeds to the houses of parliamen; 
in the antiquated state coach of gold 
and scarlet, elaborately carved and jy. 


laid and drawn. by eight horses. He j, 
escorted by a squadron of Life Guards 
giant soldiers picked from among th, 
biggest men in the land, who aro 
mounted on black horses and wea, 
steel helmets, steel breastplates, w)j; 
leather breeches and boots reaching ty 
the hips. The cost of this single cere. 
mony adds about $100,000 to the kin 
expenses, 

The outlay is equally great whey 
there is a “court” or an evening recep. 
tion at Buckingham Palace. Standing 
around the reception rooms are the 
members of the Honorable Corps of 
Gentlemen-at-Arms, dressed in hand. 
some uniforms and carrying medievya| 
halberds and other ancient acoutre- 
ments, producing a picturesque appear- 
ance. These are all well-paid retired 
army officers and form the king’s “inner 
body guard.” Farther away are the 
still more picturesque Yeomen of the 
Guard, often called “Beefeaters,” who 
form the “outer body guard.” They 
are dressed in a Tudor uniform with 
flat velvet caps, embroidered tunics, 
knee breeches and shoes with huge 
silver buckles. These “guards” are 
purely ornamental and do no real 
guarding. The actual guard duty is 
performed by ya small army of police- 
men and soldiers. 

When the king attends any ceremo: 
on the Thames waterfront, he musi go 
in the royal barge rowed by the roya! 
watermen. He is not expected to go 
in a motor car or over the water in 4 
motorboat. This is typical of the Brit- 
ish traditions and public opinion, 
which require that whenever he goes 
to any function that has the slightest 
public character he must always ap- 
pear “in state.” An auto would serve 
the king much better, and though he 
owns several of them he can use them 
only on absolutely private occasions 
when he is not going to be seen bp) 
anybody. He is therefore obliged to 
use many horses, and in the roya! 
stables there are kept about 200 head. 
These are a great expense and (is- 
comfort to the king but he has to keep 
them just the same. An important oill- 
cial called the “Superintendent of the 
Royal Mews” has charge of them— 
though “mews” would seem to apply to 
cats rather than horses. 

When he goes to Scotland, the ex- 
pense begins all over again. A sc} 
rate retinue of “body guards” and 
Scottish ceremonies and rites as ©%- 
pensive as the British conspire to pul 
crimps in the king’s income. It ma) 
be added that the queen has a large 
household of her own which must be 
supported on the king’s allowance 
These are only a few of the endless 
offices and ceremonies that make !i!' 
difficult for the king and make it i 
possible for him to live on his old 
income. 

Some of his property is now bei's 


2S 


offered for sale, in order to reduce 


expenses. This includes a number 
his horses and also his well-know® 
yacht the Alexandra. The king bus! 
ness is no longer what it used to b¢ 
and it threatens to become constant!) 
“more so.” 
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PRICELESS 


SECRETS 


Why Be Unhappy and Worry ? 


Why Be Pale and Weak ? 
Why be a Victim of Other Personalities ? 





Why Not Be Happy and Vigorous ? 
Why Not Compel Others to Do For You 


as You Desire ? 


HOW TO CHANGE FROM WORRY 
TO HAPPINESS 


How to Convert Worry Imme- 
diately into Pleasure, Hap- 
piness and Success 


iscovered the principle of worry 
discovered the secret of how 
utrol it successfully and easily. 





is secret is said to be worth a 
ie to anyone. You can be free 
ry regardless of how your 
itions seem eager to depress, 
, crush and paralyze you. No 
hould be without this secret. 
secret absolutely insures a hap- 
life. It discloses an easy and 
le mental ‘‘Trick’’ which any- 
an use. 


in positively show anyone how 
‘ily, quickly and definitely con- 
his worry into profit, pleasure 
prosperity. This secret is abso- 
guaranteed to destroy worry. 


*« * * * 


~ 


§reat source of eternal advantage to you. 





How to Induce Others to Do For 
You as You Desire 


How to Make Others Like and 
Appreciate You 


How to Virtually “Hypnotize” Others into 
Doing for You as You Want 


Through my Key to the Universe of hu- 
man mind, I discovered the nature of the 
principle that rules human beings in their 
attitude towards one another. Through 
the use of this secret, I converted my ene- 
mies into friends and easily cause anyone 
and everyore to be most friendly, I dis- 
covered how to virtually “hypnotize” hu- 
man beings into desiring to please me and 
doing as I want. Through this secret, you 
can convert your enemies into friends and 
gain the good will and co-operation and 
admiration of any human being. 


In a world in which the success and 
pleasure of individuals depend on the con- 
sent and co-operation of others, the pos- 
session of this secret is of tremendous 
value. This secret also gives a deeper un- 
derstanding and realization of human na- 
ture than would be possible for you to at- 
tain otherwise. It gives you the “key” to 
human nature, by means of which you are 
able to control the attitudes of others 
towards you. No one can afford to deal 
with human nature blindly. This secret 
enables you to deal with human nature sci- 
moet gag and intelligently and thus, prof- 
itably. 


* * * * 


se Three Secrets are worth more than any other information or power or secret ever dis- 
covered and disclosed to you by any human being. 
th and times more than what you give for them. 


They will be worth to you in your life many 
They will be an instant revelation and a 


ould easily sell these secrets at a very high price, but, | have a desire to render a maximum 


of benefit to the greatest number of human beings. Therefore, on account of the great need by 
t ) beings, at present, of these secrets, | want human beings to have the benefit of this 
gr opportunity to procure these great secrets for meeting the problems of life and for gaining 
‘ jreatest possible results and happiness in every respect at approximately no profit to myself. 
re is your opportunity to gain freedom from Worry at will. What would you not have 
g » and, what would it have been worth to you, to have had this secret in your days of 
Misery? Insure having it now! 
. is iS your opportunity to gain the power and secret through which you are able to induce 


compel others to act favorably towards you for your benefit. 


: lis is your opportunity to learn how to attract a maximum of iron into your blood and at the same 
gain natural deep breathing, without drugs, dieting, conscious deep breathing or exercise. 


the coupon. 
> MAY 20 


nese Three Priceless Secrets—“Secrets Worth Millions”—are yours by return mail if you 
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How to Naturally Increase to a Maximum 
the Iron in Your Blood and at the Same 
Time Acquire Natural Deep Breathing by 
an Evolutionary Principle, Without Exer- 
cise, Without Conscious Deep Breathing, 
Without Drugs or Dieting, Without In- 
convenience, Waste of Time or Active 
Practice of Any Kind. 


Through my discovery and knowledge of 
the law of Evolution, | discovered also the 
principle that rules the human -breathing 
system and I have discovered a_ simple 
way, through which anyone can be a deep 
breather, naturally, automatically and un- 
consciously, without conscious deep breath- 
ing, without exercise of any character, with- 
out active action of any character, without 
inconvenience or loss of time and with- 
out drudgery or devices of any character. 
This principle positively increases to a 
maximum, the iron in the blood, without 
drugs or dieting, giving to the complexion 
a rosy hue and to the blood, greater power 
to sustain health and life in the body. 


Many have gained vigorous health and a 
successful defense against tuberculosis 
through this secret alone. No one who is 
in the least inclined to be pale and anemic 
and to be susceptible to tubereulosis, or, 
who is a shallow breather, should be with- 
out this evolutionary secret. 

SQEe S28 8 SSS SSS SESE ESEESEEEEEESeeeese 
ALOIS P. SWOBODA, 1930 Berkeley Bidg., 
21 West 44th Street, New York City. 


Se nd me, as soon as possible, the Three Pricel 3 Secreta 
—Secrets Worth Millions—as describe dq in the Pathfinder 
I will gladly hand the mailman t dolla 
delivers the Three Secrets to me 
It is un de rstood that my money is to be refunded to 
by you without delay or question f I am not ‘ 
Na! 
Wr I 
Add 








P ublisher’s Note Swoboda is rendering an immense sery- 
ice to human be “ings particularly at this time, because of 
the great need of the secrets he discloses No meade of 
the Pathfinder can afford to neglect to take advantage of 
this opportunity to gain the secret of constant happiness, 
as Well as greater control over others, and, also more 
iron in the blood and greater nerve force. There is every- 
thing to gain and absolutely noth’ng to lose. 
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TINGS SCIENTIFIC 


Notes-on- Current-Progress-in-the-Realm-of-Invention-and-Discovery ; 





Proving Earth’s Rotation 


Of course, it is impossible to prove 
even that two and two make four, to a 
person who refuses to accept the first 
principles of mathematics. And so it 
is impossible to prove that the earth 
turns on its axis, to a person who 
ignores all the known facts of science. 
But when we speak of proving a thing, 
we do not mean proving it to those who 
are incapable of seeing the point when 
it is shown them; we mean proving it 
so that it will stand the test of rational 
judgment. 

Although it is now universally ac- 
cepted by the rational world that the 
arth turns on its axis, the average in- 
telligent person would be stumped if 
some crank suddenly came up to him 
some night, drew a revolver on him and 





commanded him to prove this well es- 
tablished fact, or forfeit his life. You 
might point out to the crank that by 
observing the stars for a few minutes 
he would soon see for himself that they 
were all moving, in one grand march 
—the general direction being westward 
—and you could explain to him that 
this apparent movement was due to the 
turning of the earth from west to east. 
But he might argue that the earth was 
stationary and that it was the heavens 
that were doing the moving. And he 
would be able to cite some very honor- 
able authorities, sacred and secular, to 
that end. 

As the School News says, it will help 
everyone to realize that the earth 
really turns and that it does not stand 
still, if they can link this fact up with 
their own personal experience. A very 
simple test consists in setting a camera, 
with the widest stop of the lens open, 
so that it will point to the North star, 
and leaving it there for an hour or 
several hours. This should be done in 
a place where there is not too much 
artificial light, as this would fog the 
plate. 

On developing the plate it will be 
found that the stars, instead of being 
points of light as we see them, have 
made a series of circles, as shown in 


our engraving. This is because the 

earth has rotated, and has made the 

camera rotate with it. Moreover, the 
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Pole star, instead of being a single point 
of light, as most people would expect, is 
also registered on the plate as an arc 
(the one nearest the center). The reason 
for this is that what we call the Pole 
star or North star is not exactly at the 
celestial pole but is about a degree and 
a half away from it. The closer a star 
is to the celestial pole the smaller the 
circle it makes in the heavens. 

Astronomers have found that these 
stars are all vast distances from the 
earth and also from one another. It 
would be silly to say that all these stars 
(of which there are millions upon mil- 
lions, and each of which is a great 
sun) were circling round the earth as 
a center each 24 hours. The thing 
would be impossible in the nature of 
things. On that theory the stars would 
have to revolve with such velocity that 
they would fly off into outer space or 
burst to pieces from centrifugal force. 
The only theory that stands the test 
of common sense is that it is the earth 
which is rotating, and not the whole 
universe. 


Tale of Peruvian Cannibals a Myth 


Statements of Dr. Barcroft, a British 
scientist, to the effect that a native 
tribe living in villages near Cerro de 
Pasco have a custom of killing and eat- 
ing all individuals when they reach a 
certain age have lately been published. 
This account, according to Ambassador 
Pezet, representing the Peruvian gov- 
ernment in Washington, is nothing more 
than a traveler’s tale, without any real 
foundation in truth. Cerro de Pasco, 
which —— a site of 14,000 feet 
above sea level and is only a day’s jour- 
ney by rail from Lima, the capital of 
Peru, is the center of an extensive 
copper-mining and smelting district, he 
points out. The mines and smelteries 
are operated for the most part by an 
American concern and the town is head- 
quarters of a large American colony, 
made up of the company’s officials and 
their families. 

If any such absurd and revolting cus- 
toms as those described by Dr. Bar- 
croft existed there, how could they have 
so long escaped the notice of these 
Americans, to say nothing of that of 
the Peruvian population of the town 
and the hundreds of travelers who visit 
the mines and smelteries, he asks. The 
natives in the vicinity do not live in 
luxury but their manners and customs 
of living, declares Ambassador Pezet, 
will compare favorably with those of 
the workers in mining districts of Eng- 
land, including those of Cornwall, Lan- 
cashire and Yorkshire. 


Giant Stars are Gaseous Masses 

The sun is 1,300,000 times bigger than 
the earth so what human mind can con- 
ceive the immense size of the bright 
star Antares which the astronomical 
interferometer shows is 125,000,000 
times bigger than our sun? The sub- 
stance of the sun is only one-fourth as 
heavy as the substance of the earth, 
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Aged Owner Sacrifices 112-\c. : 
Horses, Poultry, 10 Cattle, b] 


Tools, vehicles, vegetables, crops included; a () 
income from 200-bbL apple orchard and dairy ' 

timated 100,000 ft. timber; handy several towns 
loam tillage; 12-cow pasture; apples, plums; 8-ro 
50-ft. barn, poultry house. Closing out, $2300 al 
ce cash, easy terms. Details page 31 Illu 
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Granite ean be mended; 50 cents for formula 
Root, Novi, Mich. 


_ Cabbage 40c, Tomato Pepperplants, 
Superior quality. 





Asters, 75 
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Bristolville, Ohio. ; 
Natural Leaf Tobacco, chewing 5 pounds $1.50: 1 $ 
$2.50; smoking 5 pounds $1.25; 10 pounds $2.00 


no money. Pay when received. 
Paducah, Ky. 


Homespun Smoking or chewing tobacco collect 
livery, 5 pounds $1.50; 10 pounds $2.50; 20 pour 
Farmers Association, Paducah, Kentucky. 


Old Tobacco. Collect on Delivery. Re-sorted 
40c; second, 30c; re-sorted smoking, 25, sec 
pound. If not satisfied return and get you 
Planters’ Tobacco Union, 


Hardinsburg, Ky. 

Esos $1 setting. Parcel post paid. Thorobr: 
winners. Barred Rocks, White Rocks, Buff R: 
conas, White Wyandottes, Rhode Island Reds, W 
horns, Brown Leghorns, Buff Orpingtons, Indian 
Ducks. Philip Condon, Westchester, Ohio. 


Pleasant Root inexpensively overcomes any toba 
Fine for stomach. Send address. Samuel] Stokes, } 
Florida. 

Tobacco Kentucky Natural Leaf Smoking 10 | 
Hand selected chewing 8 Ibs $1.00. Free receipt ‘ 
paring. Waldrop Brothers, Murray, Kentucky 
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to giant stars are yet more gaseous. 
., peverse the rule of animals and 
| : they grow smaller with age. At 
t outset stars are reduced to their 
io ments and the elements to their elec- 
11 components. Gravitation acts 
these flying particles, keeping 
, together in great gaseous masses. 
Though the average mind does not 
think of light exerting any pressure, it 
is proved that when a sunbeam strikes 
the earth it gives it a push just as the 
dropping of a stone does. Radiant ener- 
- from the outer layers of the stars 
streams Off unrestricted into space. A 
beam of starlight may reach our earth 
after several centuries of travel, but 
the light and heat from the interior of 
the star, radiating straight away in all 
directions, cannot get out so easily. The 
ra\s Strike against the massed particles 
and are driven back in a new direction 
only to run up against other particles 
and be reflected time and time again. 
It may take a hundred years or more 
for some rays to find their way out of 
the maze and shoot off from the star. 
Every time a ray is turned. back it 
gives a “kick” to the particle which 
checked it on its outward way. These 
nulated “kicks” keep the particles 
from crowding in the center. It is as 
though a strong hot wind were forever 
ing outward from within the star. 
Only when the radiant light and heat 
do the particles settle down 
cool. The star gradually loses its 
he it shrinks and solidifies and final- 
comes black and cold. 
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Mineral Salts in the Sea 


[t is estimated that if all the water 
of the sea should evaporate the mineral 
salts now held in solution (amounting 
to approximately three and a half per 
cent) would be sufficient for a layer 

e than 180 feet thick over the entire 
ce of the earth. Scientists have 

: believed that this salt came origi- 

from the land areas, being washed 
n by rains and carried by rivers 
e sea where it has been accumu- 
g for ages. This theory is now 


@tt-. 





- usly questioned because it, does not > 


tail “with various observed facts. 
nstance the stratified layers of salts 
in river beds cut off and converted 
, seismic forces into lakes whose 
rs subsequently. evaporate differ 
ly from the salty constituent of 
water. Moreover investigation 
s that whereas 89 per cent of the 
ral substances dissolved in sea 
r is sea salt, rivers and other 
ums carry salts consisting of only 
n per cent of compounds contain- 
hlorine together with about 80 per 
t of calcium carbonate. 
ddern geologists are convinced that 
saltness of the sea is an original and 
. derived condition. According to 
< theory, the salts were thrown up 
1 the bowels of the earth ages ago 


voleanic disturbances and then car- . 


| by water to the sea. It has been 
served in modern times that hydro- 
lorie acid is thrown out in enormous 
ume by erupting South American 
‘Icanoes.. All volcanic eruptions are 
irked by the ejection into the air of 
carbon dioxid, watery vapor and gas- 
‘us compounds containing sulphur and 
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chlorine. These are all sooner or later 
carried down to the ocean by means of 
rain. A crust of sea salt is found cover- 
ing the entire crater of Vesuvius after 
each eruption. Ages ago volcanic ac- 
tivity was much more general than it 
has been in later times. It was at that 
period, geologists now believe, that the 
bulk of the mineral salts were thrown 


out from the interior of the earth, ulti- | 


mately to find their way into the sea. 


Glass for Large Lenses Made in U. S. 


Heretofore it has been necessary to 
import the lenses for large American 
telescopes or at least to import the 
“ough blanks from which suitable lenses 
could be ground. This was because 
American glass-makers had not learned 
the secrets of producing large flawless 
pieces of optical glass of first-class 
quality. Recently these secrets have 
been mastered and as a result it is now 
possible for us to have large telescopes 
and other large optical instruments 
wholly of Ameriean manufacture. In 
the plant of the Spencer Lens Co., at 
Hamburg, N. Y., the Science News 
Bulletin reports, perfect telescope disks 
40 inches in diameter have lately been 
produced. 

Gas furnaces were used at first, we 
read, for the slow-cooling process nec- 
essary for eliminating strain in the 
glass. Owing to variable gas pressure 
and temperature inequalities, however 
these furnaces did not give satisfactory 
results in the treatment of the larger 
sizes of disks. Then an electric fur- 
nace was installed.. It worked all right 
for disks up to 23 inches in diameter 
but it repeatedly failed in the anneal- 
ing of 40-inch ones. Undiscouraged, the 
engineers redesigned the furnace and 
invented extremely sensitive instru- 
ments for automatically regulating the 
temperature with extraordinary preci- 
sion. Within seven weeks they succeed- 
ed in applying this automatic control 
successfully to both gas and electric 
cooling furnaces, thus accomplishing in 
a few weeks results that had occupied 
European glass-makers many years. 

Glass disks in the rough weigh as 
much as half a ton for the 40-inch size. 
One of these big blanks is to be ground 
and polished by an expert in Pittsburgh 
into an accurate parabolic’ surface. 
When completed it will be mounted in 
a giant new telescope being erected at 
the Steward’s observatory of the Uni- 
versity of Arizona. 





Cimex Lectularius an Old Timer 


Scientists after studying the habits 
of insects infesting the nests of barn 
swallows and other birds, all rather 
closely related to the bedbug which is 
scientifically classified as cimex lectu- 
larius, have concluded that the latter 
probably began his parasitic career 
among men about as soon as men be- 
came men. Apparently, they say, when 
the arboreal progenitors of the human 
family quit their tree homes and adopt- 
ed more refined habits of living the 
bedbug refused to be left behind but 
adapted itself to the new conditions 
and stayed right with them; as the poet 
has observed of the modern species, it 
“got there just the same.” 
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Let Baby Pay Your Rent. When he 
opened up his new apartment house in 
Venice, Cal., Benjamin Brodsky an- 
nounced: “Unmarried persons are bar- 
red. Families including more than one 
child will have their monthly rent 
scaled downward $5 a child and for 
every child born will receive one 
month’s rent.” If an apartment rents 
for $63, say, a man having 14 children 
wouldn’t have to pay any rent at all; 
and some families we have read about 
would be able to take over the entire 
building. 





“Hard Fellows” Club Burgle. After 
six residences in Granville, Ohio, had 
been burglarized, all in one evening, the 
entire male student body of Denison 
university was lined up for physical 
examination to determine if any of 
them had been hit by buckshot from 
Marshal Shipley’s rifle. Paul Phyphers, 
a senior in the prep school, showed the 
sought-for identification marks and it 
came to light that the offender with 
others was merely attempting to be- 
come eligible to the “Hard Fellows” 
club. To become a member of this 
exclusive set one must “pull” a job of 
burglary, Phyphers said, but he assert- 
ed that nothing was ever taken 


Drys Open Battle. In an appeal just 
issued to all “friends of prohibition 
enforcement,” the Anti-Saloon League 
urges the defeat of all candidates for 
the senate and house who favor any 
modification of the Volstead law. The 
labor unions and various other ele- 
ments are making a strong effort to 
have the ban lifted on light wines and 
beer. 





Grand Opera in Pullmans Now. No 
more will the lonesome traveler have 
to content himself with the monotonous 
tattoo of wheels as they go from one 
rail to another on that seemingly end- 
Jess journey, for the Pullman Co. has 
announced that it will engage instruc- 
tors to train its 9000 porters to sing and 
play for the amusement of its patrons. 
Quartets and ckoruses will be formed 
in eight zones and once a year a grand 
concert will be given supported by 
Pullman orchestra and band. 


Want U. S. Aid i in German Loan. 
With good terms and on good security 
chances for American participation in 
an international loan to Germany are 
excellent, said J. P. Morgan, well known 
American banker, previous to his de- 
parture for Europe where he has ac- 
cepted the invitation of the allied rep- 
arations commission to become a mem- 
ber of the committee appointed for 
placing the loan. The loan would be 


a popular one to which the people of 
this country as well as of other coun- 
tries would be. asked to subscribe. 
Pursuant to the decision of the Genoa 
conference, the Bank of England will 
invite the federal reserve banks of the 
United States to join in a meeting of 
the central banks of the world. 





Ape Attacks Zoo Keeper. © When 
Louis Sherer, a keeper at the Walgridge 
Park zoo in Toledo, entered the cage 
of Tony, said to be the largest ape in 
captivity, the animal jumped from a 
trapeze onto Sherer’s shoulder. Breath- 
less moments ensued in which the 
keeper fought desperately to keep the 
clawing and biting ape from his throat. 
Of a sudden the ape released Sherer and 
leaped to the top of an automobile and 
a policeman shot it through the brain. 
Babe, a giant elephant at the zoo, was 
driven wild.by the excitement and 
policemen had to guard the cage with 
heavy elephant guns. 





Prohibition Quarrel] Fatal. In Duran- 
go, Colo., Rod S. Day, editor of the 
Democrat, incurred the displeasure of 
W. L. Wood, editor of the Herald, for 
fighting the dry law. Following an 
exchange of editorial comment the two 
editors met on the street and Wood is 
alleged to have struck Day with a weap- 
on, breaking his nose. In the shoot- 
ing that followed Wood was killed, 
and Day gave himself up to the authori- 
ties. 





German Language Law O. K. The 
supreme court of Nebraska has upheld 
the constitutionality of the state law 
prohibiting the teaching of German in 
public, private, parochial and denomi- 
national schools until the pupil has 
passed the eighth grade. The court 
maintained that the law was a reason- 
able exercize of the state’s police power. 


Sacramentoites Mustn’t Shave. As 
part of the unique celebration of the 
“49-ers” in California, the city coun- 
cil of Sacramento passed an ordinance 
prohibiting men from shaving for a 
month. The idea is that all the men 
shall be bearded like the “pards” of 
the old gold- seeking days. 


New York Beats London. The New 
York census committee has made an in- 
teresting comparison between the popu- 
lation of the New York metropolis and 
that of London. The figures show that 
on Jan. 1, 1920, when the federal cen- 
sus was taken, there were 7,820,687 
people living within a radius of 19 
miles of the New York city. hall. In 
June 1921, 18 months later, London had 
only 7,476,168 people within the met- 
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ropolitan circle. New York thus claims 
to be the bigger—though there is no 
way to draw an absolute parallel be- 
tween these two greatest cities of the 
world, as the conditions are different. 
New York is growing faster than Lon- 
don and it will soon forge visibly ahead, 
if it has not already done so. 





Detroit Owns Street Railways. By 
, vote of over four to one the citizens 
of Detroit have confirmed a deal by 
which the city becomes the owner of 
the trolley lines. This will include 
360 miles of track, and it calls for the 
payment of nearly $20,000,000. Now 
that the Detroit people own the trolleys, 
after a 30-years war on the issue, the 
whole country will watch and see 
whether they can run them to every- 
body's satisfaction. 


Ford’s Ford Stolen. Some miscreant 
in Detroit rode away with Henry Ford’s 
motor car the other day, and he report- 
ed the theft to the police. They asked 
him what sort of machine it was and he 
said: “A Ford, of course.” Then he 
dropped into a Ford branch and took 
anew car—just as you or I would pick 
a cherry off a tree. (This story is 
probably a piece of free publicity to 
boost the Ford, but it goes as news.) 


Court of Nations Urged. At the ses- 
sion of the American Society of Inter- 
national Law, held at Washington, 
Chief Justice Taft spoke for a steady 
building up of international law, ad- 
ministered by an international tribu- 
nal, and the recognition on the part of 
all nations of the necessity of uphold- 
ing honor and keeping obligations. 
Elihu Root paid tribute to the recent 
disarmament conference at Washing- 
ton and said that the treaties which 
resulted will be steps toward world 
peace. 


Bee Sting Kills Man. Harry Collard, 
a farmer of Pinebrook, N. J., was stung 
on the temple by a bee. A few minutes 
afterwards he was seized with paralysis 
of the face, and he died before a doc- 
tor could come. Ordinarily a bee sting 
would not be fatal, but his heart was 
weak. 








Someone Got a Prize. The Emman- 
uelson brothers have a little store in 
Rockford, Ill. Theodore the other day 
a number of empty cigar boxes 
away to a stranger. It turned out that 
George had put $500 in one of the 
(Curtain, to sad music) 


May be a Murillo. When an old 
iinting of Christ carrying the cross 
being renovated in the archiepis- 
| residence in Baltimore it was 
rvered that the part of the canvas 
hich the head of Christ was paint- 
| had been patched into the rest of 
picture, and it is believed by ex- 
pei that this patch was a work by 
illo, the great Spanish painter. 
“Nick Carter” Dead. The textbooks 
\merican literature do not contain 
‘he name of “Nick Carter,” and yet his 
books were among the “best-sellers” 
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for a generation. Nick Carter has just | 


(ied; his real name was Frederick Van- 


Rensselaer Dey, and if he had written | 


under that high-sounding name perhaps 
he would have been recognized by the 
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‘on the road and there is also a London 





literary world as a great author. Nick’s | 
works were so numerous that he him- 
self had forgotten the names of 
many of them, but they counted up to 
60,000,000 words in all. He was the 
creator of the “Old Sleuth” and other 
Indian and detective stories in the days 
of the “dime novel” and “nickel 
library.” 





H. P. Davison Dies. Henry P. Davi- 
son, internationally known banker and 
member of the firm of J. P. Morgan & 
Co., died on the operating table at his 
home on Long Island after surgeons 
had only partially removed a tumor 
from his brain. Mr. Davison was di- 
recting head of the American Red Cross 
during the World war. 





Triple Lynching in Texas. Following 
the death of 17-year-old Eula Awsley, 
of Kirvin, Tex., three negroes, all farm- 
hands on the homestead of the girl’s 
grandfather, were taken from jail by a 
mob of 500 enraged men and women 
and burned at the stake. The lynchers 
did not take the trouble to mask. One 
of the negroes confessed and implicated 
the two others, who maintained their 
innocence to the end. 





Religion in Schools! At Hot Springs, 
Ark., the board of education of the 
Southern Methodist church launched a 
nation-wide campaign to place moral 
and religious teaching in all the public 
schools and colleges of America. The 
suggestion came from Africa where one 
of the bishops observed the teaching of 
religion in the public schools which 
Cecil Rhodes had instituted. 


“Bat” Brings Huge Royalties. The 
joint authors of “The Bat,” a crime 
mystery play, have so far received roy- 
alties amounting to $150,000 each. In 
New York there have been 725 per- 
formances; there are seven companies 


production. The unusual success of this 
play is largely due to the fact that the 
audiences and newspapers were urged 
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aroused the curiosity of the public, and 
ef course everybody wanted to go. As 
a matter of fact the play is no better 
than many others that have been only 
moderately successful. 


Heart on Right; Saved. While New- 
man Neff, of Charleston, W. Va., was 
out autoing with friends a volley. of 
shots was fired, it is believed, by dis- 
gruntled miners or illicit distillers. One 
of the bullets struck Neff in the left 
breast. An x-ray examination of his 
chest showed his heart to be located 
vertically, leaning slightly to the right 
of his breast. “If his heart had been 
Jocated where hearts are - usually 
found,” said the hospital surgeon, “Neff 
would have died instantly.” 





No Legal War on Tobacco. The No- 
Tobacco League at its convention just 
held at Aurora, Ill., decided to avoid 
the course taken by the prohibitionists 
in regard to intoxicants and to rely on 
a campaign of education against the 
“filthy weed.” The organization will 
not attempt to force the suppression of 
tobacco by legislation as it is realized 
that the public are in no mood for 
further restrictive laws. 


Reds “Raise” U.S. Money. A big gang 
of Russian anarchists and revolutionists 
have just been rounded up in Detroit, 
after a long hunt. They had engaged 
systematically in taking $5 bills, “rais- 
ing” them to $20, passing them and us- 
ing the money thus procured to aid bol- 
shevik propaganda. 


Wins Office by Mail. Almost every- 
thing is done by mail now, as it saves 
so much-time. Roger Bailey, a student 
at Washington university, St. Louis, has 
been elected city attorney of Sikeston, 
Mo., by a two-thirds vote as the result 
of a canvass conducted entirely by cor- 
respondence. 





Biggest Boiler. The Edison Co., in 
Detroit, has lately installed what is 
claimed to be the greatest steam boiler 
in the world. It is a water-tube boiler 
and it has nearly 2200 tubes. It is 35 
feet high in all and is rated at 3000 
horsepower. a 

Bok Home for Birds. Edward Bok, 
former editor of the Ladies’ Home Jour- 
nal, has decided to establish a retreat 
for birds near Lake Wales, Fla. He has 
bought a 60-acre tract and will locate 
hundreds of bird houses in it so as to 
make it a hospitable place for bird 
tourists and residents. The idea is like 
the camps that so many cities now 
maintain for the accommodation of 
those human birds of passage, namely 
the “tin-can tourists.” 

Clock on an Egg. 
Lakewood, N. J., was astounded when 
he was gathering his eggs and found 
that one of them had a flat side which 
bore markings that made it look like the 
dial of a clock. The explanation sug- 
gested was that an old clock had been 
left near the nest where Biddy gazed 
intently at it as she was performing 
her function. 


Lester Vultee, of 


Cheap-Running Engine. H. H. Elmer 
of Syracuse, N. Y., has just demonstrat- 
ed an entirely new type of internal 
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combustion motor which it is claimed 
will allow an auto to go 300 miles on 
six cents worth of fuel. Almost any 
oil—animal, vegetable or mineral—can 
be used. There is no ignition or car- 
buretor used. Of course all claims 
such as this about revolutionary inven- 
tions must be received with a grain of 
salt until their practical value is proved 
by unquestionable public performance. 


Vermont School Idea. A novel ex- 
hibition was staged recently in a Ver- 
mont town where an evening instead of 
a day session of the school was held, in 
the presence of several hundred visi- 
tors, who had the opportunity to see 
the pupils actually at work. Educators 
strive to encourage school visiting by 
parents, but there is no general response 
to the plea. Many parents cannot visit 
school in the daytime, but would glad- 
ly inspect their children’s classes in the 
evening. So the Vermont idea may be 
adopted in other places. 





YES, THEY WERE HORRIBLE 
I'd like to be dictator of 
All women’s styles, my dears. 
I'll guarantee they’d never change 
To some of former years. 
—-Capper’s Weekly. 





HIGH-SCHOOL EFFICIENCY 


Another tribute to the good quality of 
American high-school education is con- 
tained in the official report on the academic 
standing of Princeton freshmen. Those 
who prepared at public high schools rank 
generally higher than students from pri- 
vate preparatory schools. The ability of 
high-school graduates to meet the more 
exacting requirements of a college must be 
presumed to be the best possible test of 
the efficiency of high-school training. That 
students prepared in the public schools 
should hold their own against and surpass 
graduates of private schools ‘which make 
a special feature of preparing for college 
is positive and highly satisfactory evidence 
of the thoroughness of public-school educa- 
tion—New York World. 





SEEDS IN DEMAND 


The congressman had received some eight 
or 10 applications for pea seeds from con- 
stituents and when more came he wrote: 

“I am sending you the seeds, but in 
heaven’s name what are you doing with so 
many pea seeds? Are you planting the 
whole state with peas?” 

“No,” came back the answer, “we are not 
planting them; we are using them for 
soup.”—National Republican. 














Here is a perfect working model of a steam — 


traction engine, made by a London mechanic. 


The engine not only runs but has so much New 


power that it can tow a small wagonioad |. 


of very happy posnguere into the bargain. 
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([ Gems From Exchanges {f] 


Fort Wayne Journal—The condition of 
arthur Meyers, 17year-old hunting victim, 
gho suffered a severe gunshot wound 
through his business men, died here today 
after announcement by nurses at St. Jo- 
seph’s hospital as somewhat improved last 
night. 


Marshall Mountain Wave—Will Robert- 
son happened to some bad luck the other 
day. His best hound dog fell off the table 
and broke his leg. 


Poultry Farm Advertisement—Have you 
ever seen a “Fire-Fly” Rose Comb R. I. 
Red? Like well-bred people, they have 
risen to the emergency and rank first as 
winter layers as well as first in the show 
rooms. 


se 


Crossett Observer—Mr. State Wright Mc- 
Han of Warren and Miss Hazel Morrow of 
this place were married Sunday afternoon. 





Warren Eagle-Democrat—Bill Pope - left 
Vick on the train Sunday but didn’t tell 
anyone where he was going or how long 
he was going to stay. 





Magnolia News—It seems like it is get- 
ting to where there is some sort of weather 
in Arkansas every day—that is in places. 





\rkadelphia Standard—Well, everything 
round old New Hope looks blue. It is 
raining and cold. We have had a pretty 
fair season so far. Of course we don’t 
know what there is in the future. We hope 
it won’t be no worse, though. 


Conway Log Cabin-Democrat—John C. 
Martin and Mrs. McCaig were married here 
a few days ago. I guess John will want to 
trade his hounds off now, for he won’t 
have time to fox hunt any more, 


Boone County Headlight—Okla Ruff has 
had a very sore head for about a month. 
He “bumped” into a buggy wheel first, then 
later into a desk at school, hurling it over. 





Perry Observer—The principal reason 
why worksis proceeding so slowly on the 
new city hall is that there is so much delay. 


Walden Star—Mr. and Mrs. Ed Howard 
expect to go out on the first train, so if 
one has gone, they have. 


Hardy Herald—Mose King declares that 
he is going to get a complete farming out- 
lit this season: consisting of a good shot- 
gun and plenty of fishing tackle. He is 
lready equipped with a good squirrel dog. 


Sabetha Herald—All parties knowing 
themselves to be indebted to me while I 
was in business in Sabetha need have no 
further worry, I have burned the books.— 
lake Marmet. 

Lemars Globe-Post—All dogs that have 

t been licensed for the year 1922 be sure 
and go to your banker or some notary pub- 
‘ic and have them made out as they have 











v's a wise father that knows his own son. 
—tlarm Journal. 
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the supplies and will be glad to get this 
fixed up and save you the penalty which 
will be $1.75. We will publish a list of the 
delinquent dogs. 


Wayne County Examiner—Quite an ac- 
cident occurred near Sims Saturday morn- 
ing while Bob Withrow was passing Mr. 
Tom Harls and begin to shoot at him. Mr. 
Harl’s son got his gun and shot two of Mr. 
Withrow’s boys. One died right away and 
the other is not expected to live. 

Windham Journal—For sale or exchange: 
One pair bay chunks, five and six years 
old, weigh 2300 lbs.; one pair black horses, 
five and six years old, weighing 2500 lbs. 
Also several second hand horses. Cook & 
Moore. 


FIREFIGHTING IN ENGLAND 


An American was inspecting an English 
fire station. Addressing the chief engineer, 
he said: “Do you know, in New York we 
use a nine-inch hose, not a paltry three- 
inch, such as you have here?” 

“Oh,” replied the chief engineer, “that 
small hose is for watering the station; 
this 12-inch hose is what we use at fires. 
Besides, it saves the use of a fire escape, 
for when we want to send a man up to 
the top of a building we just place him on 
the top of the hose, turn the water on, and 
he is up there in no time!” 

“Yes.” remarked the visitor, “but how 
does he get down again?” 

“Well,” replied the engineer, “he sim- 
ply places his arms around the jet of 
water and slides down!”—London Tit-Bits. 








THOSE SLOPPY GALOSHES 


There was an old woman 
Who lived in a shoe; 
The buttons came off 
So what did she do 
But go promenading 
Where people might see, 
And everyone took her 
A flapper to be. 
—Leslie’s Weekly. 


Cures Piles or Costs Nothing 


Any reader who suffers from the above dis- 
ease can be quickly cured without risking a 
penny through the remarkable discovery of W. 
R. Darlington, 306 Kuro Bldg., Kansas City, 
Mo. Don’t send a penny—just write Mr, Dar- 
lington and he will mail you a regular 10 day 
FREE TRIAL Treatment. If it cures send $2.00. 
Otherwise you owe nothing, 


Rupture 
Is Dangerous! 


Instant Relief; Many Cures 
Reported; Full Directions 
And Sample 
SENT FREE 


Just because you have been ruptured for 
years and have tried all kinds of bungling 
trusses and appliances, salves, liniments and 
plasters without satisfactory results, do not 
think you have to stay in this dangerous con- 
dition, 

You may have instant, blessed relief and, as 
scores of others report, complete recovery by 
the use of this simple, inexpensive discovery. 

Send no money. To proye that my famous 
Sponge Rubber Rupture Pad does Conquer 
Rupture, even in its worst forms, I will send & 
sample absolutely free to any ruptured per- 
son, in a plain sealed package. Possibly you 
are wondering whether this can be true. Stop 
it! The test is free and surely the test will 
tell. Cut out this notice and hand it to a 
ruptured friend or send it with your name and 
address to E. H. Scott, Hernia Expert, 501C, 
Scott Bldg., Akron, Ohio, and you will quickly 
receive a sample Sponge Rubber Pad with full 
directions. No obligation to purchase. Don’t 
let Rupture handicap you in the battle of life, 
but make this test today. 
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INSTANTANEOUS 
HICCOUGH STOPPER 


is guaranteed to stop the most stubborn hiccoughs almost 
immediately. A scientific device, silver-plated, easy to 
apply. No medicine, no dope, no pain, no bother. Sent 
prepaid for $1.00. Money refunded if it does not do the 
work. Agents and Dealers Wanted. 


HICCOUGH STOPPER COMPANY 
CLEVELAND, OHIO 
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Stitched, nee fast col- 
or. Two large pockets with 
buttons and flaps. Only two 
shirts te a customer at this 
low price, 


SEND NO MONEY 
Just name, address, and size, 

ay postman $3.65 and post- 
age when shirts arrive. Mon- 
ey back if not satisfied. 


Civilian Army and Navy Shoe Co. 
Dept. 506, 461 Sth Ave., New York 





























WE HAVE IT! 


Our women folk demand the periodical 
world’s best to keep them well informed, 
and too, at a reasonable price. WE HAVE IT. 
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Pathfinder Publishing Co., Washington, D. C. 

















FREE FOR THREE MONTHS 
Texas Oil Bulletin 


Issued weekly and edited by oil and finan- 
cial experts, Covers the whole field of devel- 
opment of the amazingly rich oil fields of 
Texas. Very extraordinary events are fore- 
casted for the coming few weeks. To intro- 
duce this publication, we will mail the Texas 
Oil Bulletin to you for three months Absolutely 
Free. Write for it today. 

GILBERT JOHNSON & COMPANY 

For 12 Years Oil Operators and Brokers 

1658 Waggoner Bidg. Fort Worth, Texas 


ERE FOR CATARRH 


AND ASTHMA 


A French Scientist declares he can kill the 
germ of bronchial asthma and catarrh and to 
prove it will send regular clinical treatment, 
not a sample, prepaid to any sufferer. If it 
clears the head and lungs instantly, improves 
you like magic, and in one week satisfies you 
that you have at last found sure relief you can 
pay the small cost of powders and mailing. If 
not satisfied you do not owe one cent. Accept 
this free offer right now. Send name to 


MAIGNEN CHEMICAL CO. 
2133 GRAND AVE., KANSAS CITY, MO. 


applications filed on partizl payment 
Trade-marks, copy: ts, etc. 

B. Stevens & Co.. F St.. 
Washington, D. C. Established 1304. 
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TEACHING GOOD ENGLISH 


T was old Ben Jonson, a deep-think- 
| ing, deep-feeling old-timer, who 
said: “Language most shows a man; 
speak, that I may see thee.” 
A man may be an excellent mathema- 
tician without anyone in particular be- 


ing aware of the fact. He may be a 
chemist of great ability and yet fail to 
impress his acquaintances as a man of 
learning. A geologist, a physicist, an 
entomologist, 2 civil engineer may be 
a man of profound scholarship, yet 
these men have little occasion in social 
intercourse to give evidence of their 
learning or to get the credit which is 
due them for their scientific knowledge. 
They find exercize for their long and 
careful training almost exclusively in 
their laboratories or offices. 


But the man who by thorough study 
has mastered the English language—or 
whatever language he speaks—uses his 
knowledge every day and impresses 
and pleases with it every person—friend 
or stranger—who hears him speak. In 
fact, he makes valuable use of his 
training and culture every moment of 
consciousness. Try to think without 
words, without the aid of language. It 
cannot be done. A proper understand- 
ing of these words, of their relations 
and their exact meaning, makes for 
clearness of thought, and thought is the 
most dynamic agent in the service of 
man, 

in England they have just made a 
valuable discovery—of a fact as old as 
the hills. It was pointed out in a bulky 
report issued by the department of 
education that since all teaching is in 
English, all teaching may be used as a 
means of teaching good English. In 
other words, in teaching geography, 
history, arithmetic or physiology the 
teacher should explain and instruct in 
good English and carefully watch over 
the language of the replies. This, it 
was pointed out, would afford a con- 
stant and intelligent practice of correct 
speaking in the schools. The commis- 
sion which drew up the report was 
composed of educators and writers. 
They advised a departure from the old 
system of teaching grammar and litera- 
ture only by means of set questions and 
answers on those subjects. 


But the teaching of language—of ac- 
curate and sufficient expression—should 
not be limited to the schools. Every 
boy learns more language away from 
school than within the school walls. 
The child raised by cultured parents 
has a great advantage over the others. 
Every child first learns to talk by imitat- 
ing the talk he hears, and if he is started 
in-the right road he has made a great 
gain. Such a child not only learns to 
speak correctly but does so in an easy 
and natural manner. He also acquires 
a greater number and accuracy of 
words, which are like so much ammuni- 
tion in his belt for use in the battle 
of life. 

The point is that education is by no 
means confined ‘to the schools, for 
either child or man. The greater part 


of our instruction is acquired inform- 
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— In school or out the child goes 
on learning, properly or improperly. 
This is an important fact to keep in 
mind now that vacation time is near. 
All schoolchildren will continue to 
practice this vital subject of the English 
language and get new lessons in it. If 
left to practice at. random and to imitate 
whatever they happen to hear the re- 
sults are likely to be bad, and hard to 
change. To practice five hours a day, 
or even one hour, on the piano seems a 
great deal for the pupil, but the learner 
of his mother tongue has much longer 
practice every day. The pupil should 
not be left to himself to learn the lan- 
guage any more than to learn the 
piano. 

In one of the most popular novels of 
Anatole France; who is considered the 
greatest living French writer, and by 
many the greatest of all contemporary 
authors, the leading character, a lovable 
old savant and member of the Insti- 
tute, quarrels with an old-fashioned 
teacher who has charge of his adopted 
daughter. The teacher has just remark- 
ed that no-one can learn by playing. 

“One can. learn only by playing,” 
answered the good old scholar. “The 
art of teaching is nothing but the art 
of awakening curiosity in young minds 
and then satisfying it; and curiosity is 
keen and healthy only in happy minds. 
Knowledge forcibly rammed into the 
intelligence clogs and stifles itt. To di- 


_. gest learning it must have been swal- 


lowed with an appetite. I know Jeanne. 
If that child were entrusted to me I 
would make of her—not a scholar, for 
I wish her well, but a child brilliant 
with intelligence and life, and in whom 
all the beautiful things of nature and of 
art would be reflected in a soft light. 
I would have her live in sympathy 
with beautiful landscapes, with the 
ideal scenes of poetry and history, with 
music nobly affecting. I would render 
her lovable to all that I would have her 
love. Il would make needlework at- 
tractive to her, for instance, through 
the choice of fabrics, the taste for em- 
broidery and the style of lace. I would 
give her a nice dog and a pony, to teach 
her to govern creatures; I would give 
her birds to care for in order to teach 
her the value of a drop of water and a 
crumb of bread. And since suffering is 
inevitable I would teach her that Chris- 
tian wisdom which raises us above all 
wretchedness and gives a beauty even 
to sorrow.” 

Play-time is at hand, and by playing 
we learn. Boys find many occasions 
to make practical application of their 
knowledge of such things as mechanics 
and arithmetic. They also get chances 
from time to time to apply and augment 
their knowledge of other branches of 
school studies—and what they get this 
way sticks. But every day, and every 
hour in the day, they are keeping up 
their practice of English and are taking 
new lessons, good or bad. Parents and 
others should make it a point to see 
that these informal but very important 
lessons are as good as it is possible to 
make them. The child’s language 
should not be left to grow like weeds. 
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One way to direct the child’s yp. _ 

guage into a proper growth is to oe». e 

courage reading and to furnish ¢ 95, cage 

and attractive reading matter. Prin). —s 

ed language is usually better tho) pel 

spoken language; it is produced it) — 

more deliberation and care. In all goo, 7 

books the correct language used i< 

of the most valuable features, If | 

is something in the book or mag: 

the boy wants to get he will r« 

in spite of all difficulties. Who has no} 

seen a little shaver with a newsp.a). co 

puzzling out the story of the base}).|| ing 

game? Big words he never hear: of 

before do not daunt him. He is in 

ed by an awakened curiosity. 

language of the sporting page is not 

always the best, but slang is jrcf- ou 

erable to careless diction, or dow»- to 

right ignorant speech. Reading 

baseball and other sporting news | 

to more and better reading, just as 

reading of the much-decried “«in Jo! 

novel” used to do. 
The reading of current news is 0! 

even more educational value than 

ing books. News is a kind of . N 

tined story, and when anyone has « 

formed the habit of reading current 

events he finds out that he ca it 

afford to stop. He thus not onl) : 

accustomed to good language, to « C 

and up-to-date vocabulary, but he | 

abreast of the doings of the wo: 

which is the most vital sort of « 


tion. 
But printed words are not en S 
The ear must be trained as well a 


eye. A developing child, and «: 
men and women, should hear good !z- m 
lish well spoken as often as practic: !)\e. fe 
This side of language study is too o/\en 
neglected to the detriment of the stu- 
dent when it could easily be lo | 
after. Public speeches and readiics | 
may not always be available, but « 
boy and girl has frequent opport: 
to listen to sermons, and sermons 
an educational as well as spiritual \ 
As a matter of fact, spoken languag: 
fallen from its former high estate 
the result of lowered vitality in |): R 
art of speaking. In the times oi \F 
Greeks and Romans crowds follo.«! 
the philosophers and rhetoricians 
hung on their words with a sort ©! 
ecstasy. Teaching was almost «'\0- \ 
gether oral, and the students learnc! 
to speak well. The system produce! 
many orators and poets, and a love ©! 
language in which sound and inflec! 
played a prominent part. 

Every student now looking for, 
to vacation will have an increased 
cabulary and newly-acquired langu 
habits and practices when school 0}: 
next fall. Other studies may wait |"! - 
the learning of language goes 
Whether it goes on properly, or | 
properly, depends largely ou the dir. 
tion we give it. 
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T is going to take several years 
round up and kill off or shut up 
the criminals who have grown up (lu 
ing the war period. Of course |! 
will do a lot of damage before they ; 


-thus disposed of, but their ultim.: - 
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The decent people of 


doom is certain. | 
the United States are not going to sit 
ekly by and see the thugs, bandits 
d lawbreakers of all sorts ruling 
ings, as they did in the Dark Ages. 
termined men will pursue them and 


terminate them, just as the horse 
eves of the West were exterminated. 
itness a case that just happened at 
inton, Ohio, when four gunmen who 
d come to release a fellow criminal 
9 was in jail were fought to a finish 
)y a posse and either killed or wound- 
ed and captured. In every city and 
ality similar round-ups are taking 
ce. It is a desperate strait that this 
intry and the whole world are pass- 
» through; many worthy lives will 
ve to be sacrificed and many inno- 
nts will have to suffer, but in due 
e the criminal and degenerate ele- 
nts will be run down and rooted 
it of existence. The world is going 
to be a very much better place to live 
is a result of the World war, but 
re is still a transition stage to be 
sed through. Let the criminals en- 
vy themselves to the limit, for the more 
tive they become, the shorter will be 
ir reign. 
q 


NV T. ETNA and the spring-primary 

politicians are now in eruption, 

hut it is not believed that any great 

dumage will result from their spoutings. 

¢ 

C= DOYLE is lecturing in this 

country on “proofs of immortality.” 

st now the proofs of immorality are 
re in evidence. 


q 
ENATOR CAPPER, in his weekly, 
emarks: “Raisins make good pies.” 
s, Senator, but not many of us com- 
1 people can afford to use raisins 
pies since prohibition and co-opera- 
marketing have trebled the price. 


\ 


¢ 
| ou are one of those whose victuals, 
irink and lodging is politics, why 


don't you go to Hungary and settle? 
ey now have 20 political parties in 

the field there, and this ought to allow 
1ance for nearly everyone. 


q 
R \BY born in Washington weighs 40 
pounds. Some baby, that! Mr. and 
. Hippopotamus are the proud par- 


q 


\ VE are glad to see that Chairman 
Lasker of the shipping board is 


ding his Pathfinder studiously. In 
issue of April 1 we said: “The 


ernment is spending a lot of money 
\dvertise the merchant marine and 
luce public to patronize American 
hips. It still has the simple fact to 
rn that the best kind of advertise- 
it is low prices. As long as cost of 


i 


ecean travel is kept practically at war- 
time level, our ships will have to go 
empty or lie tied up by the hundreds 
to rust and rot away.” Now the shipping 
board has decided to act on the Path- 
finder suggestion. It has just announc- 
ed important cuts in passenger fares 
on American ships to South American 
ports. The new one-way rate from 
New York to Rio is $295, and to Buenos 
Aires $360. Chairman Lasker says that 
the British are trying to drive the 
American flag off the seas but that 
“our hat is in the ring.” That’s the 
stuff. Mr. Lasker is one of the ablest 
organizers and keenest advertising ex- 
perts in the country. He has a hard 
job, but if anyone can make the Ameri- 
can merchant marine go, he is the man. 
No amount of “hurrah” will accomplish 
anything; the only possible chance for 
success lies in good service and low 
rates. If good service and low rates 
can be maintained under the American 
flag, then that flag will stay on the 
seas; otherwise the business will have 
to be surrendered to the foreigners. At 
present our laws are all in favor of the 
foreigners; hence the shipping board 
has an uphill fight. 
q 


ENTUCKY reader recently sent a 

blank but signed check to the Path- 
finder, suggesting that we could fill it 
in for any amount if our question box 
would supply certain information. If 
that isn’t confidence, we don’t know 
what is. 

q 


OUTH CAROLINA newspaper tells 

us that bamboo plants in that state 
grow a foot a day. Looks as if they 
were trying to bamboozle us. 

q 

OMEBODY is always wanting to 

start something. We recently had 
“smile week”—which ex-President Wil- 
son aptly denounced as “silly”’—and 
now, among a large number of other 
“weeks,” they are urging a “truth 
week.” In “truth week” everybody is 
to try speaking the truth, for once. It 
would be a novelty to a great many 
people, to say the least. But the whole 
idea is asinine. Telling the truth is in 
many cases like casting pearls before 
swine and it is a wicked waste of 
effort. People will get the truth just 
as fast as they are ready for it, and not 
an instant sooner. There is already a 
greater supply of truth than there is a 
demand. The cause of truth can’t be 
advanced by any artificial drive or 
boost; it has to be a gradual growth. 
It you want to end your career of use- 
fulness very suddenly, just try tell- 
ing “the truth, the whole truth and 
nothing but the truth”’.to everybody 
you come in contact with. Start this 
and you will soon be in receipt of some 





very emphatic samples of plain truth, 
which will be thrust down your throat 
in a way that will teach you a good 
lesson. Nobody has ever been able to 
tell what truth is, anyway. Pilate, ques- 
tioning Jesus, asked him point-blank, 
“What is truth?” Jesus made no re- 
sponse, for he knew, as we have said, 
that the truth would be wasted on the 
rabble and that the great cause he stood 
for would not be helped by argument 
on the subject. Those who are deter- 
mined to uphold the truth must be pre- 
pared to suffer martyrdom, just as Jesus 
did. He knew he was doomed and that 
there was no escape for him. He died, 
but the truth he lived for and died for 
has survived to this day and it is free 
for all who are willing to receive it, 
not only one week in the year but 
every week. 
q 


ES, probably it is true that the 

mother of the “flapper” of today 
was just the same sort of human being 
as the flapper, only she flapped in a dif- 
ferent way. In her time it was the 
fashion to conceal everything, whereas 
now everything is wide open. She was 
taught to suppress her natural feelings, 
and they became ‘ngrowing and fes- 
tered. The girls of today know nothing 
whatever about the old modesty or the 
old conscience; if they have an impulse, 
they act on it and get it out of their 
system. Both ways are bad, and we 
don’t know yet which is worse in the 
end. But civilization survived the prud- 
ishness of the past, and it will survive 
the wantonness of the present. Some 
of the individual flappers of course will 
go to ruin and become horrible ex- 
amples for the next generation to avoid; 
but neither the female sex nor the hu- 
man race as a whole is going to perish. 


ASHION magazine tells us 
‘capes are popular because they are 
warm, without being big or heavy.” 
Cape Horn and North cape aren't so 
warm, 
q 


OW would you like to be an im- 

migration officer and have to say 

the names of such foreigners as Laczhho 

Sezexchki and Kzlaki Naklichko? These 

are two recent newcomers. Probably 

these names are merely the Czech-Un- 

garisch versions of Smith and Jones. 

q 

ATEST accession to “farm bloc” is 

a banker. It would be interesting 

to have a real “dirt” farmer in the 

senate once, just so the other senators 
could see what one looks like. 


that 


q. 
IR CONAN DOYLE says they play 
cards in the next world, but don’t 
cheat. In other words, heaven, accord- 
ing to Doyle, is according to Hoyle. 
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{{ QUESTION BOX [f? 


We cannot undertake to answer page= and private 
questions, or questions of local laws questions, 
give lists of examination questions, or  eddeemes of million- 
aires, manufacturers or dealers, work problems for readers, 
give medical advice, look up material for essays, or find 
a market for old coins, old books eto, should 
e us to answer questions which are 





covered in dic- 
or which have been 
recently treated in the Pathfinder. Don't ask for names 
of cabinet —\— or other facts which are covered in our 
“‘Government Directory’ printed in the first Pathfinder 
of each month. 


Dry Farming 


Ques. . What is dry farming?—Ans, Its 
fundamental principle is that pulverizing 
earth or soil makes it more readily re- 
ceptive of water and at same time pre- 
vents evaporation. Dry farming is carried 
on in arid or semi-arid regions where ir- 
rigation is too expensive or not practical. 
It is claimed that by stirring soil for a 
year without crop enough moisture may in 
some cases be stored to secure a crop for 
one or more successive years. By such 
methods crops may be grown where rain- 
fall does not exceed 12 inches in a year. 
Dry farming is popular in drier regions 
of West where irrigation is not available. 
Government pamphlets on subject may 
be obtained from Superintendent of Doc- 
uments, Government Printing Office, Wash- 
ington, D. C. 





Cause of Knots in Trees 

Ques. What causes knots in trees?—Ans., 
They are scars left where branches have 
been removed by accident or otherwise. 
Hardness of knot is due to fact that more 
strength is required at base of limb than 
farther out, hence toughness of wocd at 
that point. 





Invention of Saxophone 
Ques. Who invented saxophone?—Ans. 
This first cousin to clarinet was invented 
by Adolph Sax of Germany in 1840. It did 
not become popular until some time later. 


Bees in Arctic Regions 


Ques. How far north are bees found? 
—Ans. Admiral Peary, explorer, said that 
he ascended to the summit of the great 
ice cap which covers the interior of Green- 
land, 5000 to 8000 feet in elevation, and 
pushed northward for 500 miles over a 
region where the foot of man had never 
trod before, in temperatures ranging from 
10 to 50 degrees below zero, and to his 
surprise on descending from the table- 
land he entered a little valley filled with 
flowers and alive with bees. 


Batting Slow and Swift Balls 


Ques. Will a bat knock a swiftly thrown 
baseball farther than it will a ball pitched 
more slowly?—Ans. No; this is an erro- 


. neous idea. Force of stroke must be partly 


spent in overcoming momentum of swift 
ball, leaving only a remainder of force to 
send it in opposite direction. Under prin- 
ciple of physics that reaction is equal and 
opposite to action, the harder a ball is 
thrown against a wall the farther it will 
bound back, but in this case the resistance 
of the wall increases directly as the force 
of the ball. Resistance of bat being con- 
stant, distance ball will go will vary in- 
versely with speed it has when struck. 


Throne of Gold 


Ques. Where is there a throne of gold? 
—Ans. In palace at Teheran, Persia, is 
famous throne of inlaid gold and dazzling 
jewels purchased when shah or ruler was 
as complete an autocrat as sultan of Tur- 
key and had an untrammeled sway with 
public money. 


St. Paul’s Rocks in Atlantic 

Ques. Where are St. Paul’s rocks where 
Portuguese aviators landed in their flight 
to South America from Portugal?—Ans. 
They are a group of rocky islets in Atlantic 
ocean not quite one deg. north of equator 
and 540 miles from South America. They 
have appearance of being one isle, being 
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separated by narrow but deep chasms. 
Whole space occupied does not exceed 1400 
feet long by about half that much broad. 
Only, inhabitants are two species of birds, 
also a few spiders and insects. Aviators, 
of course, did not use islets for landing 
stage. They landed in water near by where 
a Portuguese vessel was waiting to aid 
them. 


ee 


Mixture for Waterproofing Concrete 

Ques. How can I make concrete or 
cement waterproof?—Ans. Five pounds of 
powdered alum and one pound of lye are 
dissolved in 10 quarts of water. Use one- 
half pint of this solution to each bucket- 
ful of water used in making concrete. For 
outside waterproofing, add one-half pint 
of mixture to a bucket of water and thicken 
with pure cement to consistency of a heavy 
wash, 


anand 


Salvation Army Campaign 

Ques. In Salvation Army’s drive to 
raise $500,000 in New York whose name 
was it that was dropped from campaigners? 
—Ans. Evangeline Booth, head of Salva- 
tion Army, dismissed James Speyer, noted 
banker, as chairman of her campaign com- 
mittee because, as she explained, his name 
was in list of vice-presidents of the As- 
sociation Against Prohibition. 


Goat Doesn’t Eat Cans 

Ques. Does a goat eat tin-cans?—Ans, 
No. This idea is absurd. Statement, how- 
ever, is often made as a joke. When a goat 
is seen nibbling at cans he is really eating 
paper wrappers on them. This paper con- 
tains salt which is much sought after by 
cloven-hoofed animals. 


President of Ford Motor Co. 


Ques. Who is president of Ford Motor 
Co.?—Ans. Edsell Ford, son of Henry. 


Drinking Water of Boiler 

Ques. Is it safe to drink water from a 
hot-water boiler?—Ans. There is little 
reason to fear use of such water for drink- 
ing purposes. Of course, in some boilers 
there is an undesirable collection of for- 
eign matter, especially lime and rust; this, 
however, is not harmful. Main objection is 
that boiler water loses its oxygen in solu- 
tion and therefore tastes “flat.” 


Liberty Bell Thrice Cast 


Ques. ‘How many times was Liberty bell 
re-cast?—Ans. It was twice re-cast in 
Philadelphia by Pass and Stow, “two in- 
genious workmen,” which fact is very little 
known. In third casting original English 
model was broken up and same metal was 
used with addition of 1% ounces of Amer- 
ican copper to the pound of old bell metal 
to make bell less brittle. Same form and 
lettering were preserved with substitution 





THE NEW AIRPLANE PEST 
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House-owner (who finds that something 
has suddenly interfered with the draft of 
his chimney)—Hey, there, what in blazes 
are you doing to my chimney? 

Aviator—Keep your haberdashery on, 
brother; I was only stopping a minute to 
warm my feet. 
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casting. Original “New Province bell,” later 

inown as Liberty bell, was cast by Thomas 

Lister of Whitechapel, London, and arrived 
Philadelphia in 1752. It is third casting 
t visitors view today. 


Door of Human Skins 


Ques. Is there a door in Westminster 
bey which is covered wit human skins? 
ins. Entrance to Pyx chapel contain- 
remains of original abbey founded 

re than 1000 years ago is through huge 
wooden door secured by seven massive 
locks, five being concealed. Door is lined 
human skins, said to be those of 


es, 


with 





“Live” Torpedoes 

es. When a torpedo misses target at 

does it explode anyway?—Ans. Not 
unless it rams some other object head on 
0 itself rammed on the “nose.” There 
has to be considerable impact on torpedo’s 
“nose” to cause it to explode. However, 
pé are taken to recover loaded or “live” 
torpedos after practice because if allowed 
to drift they would become a menace to 

gation. 





Shape of Egg Yolk 
es. What is shape of yolk of an egg? 
Despite shape of outer shell, yolks 
normal eggs are exactly spherical. 


Colors of Heated Metals 


ues. In heating a poker, is “red hot” 
hotter than “white hot”??—Ans. Color of 
heated metal depends largely on-tempera- 
t to which it is subjected. In case of 
| , it first turns dull red, then bright 
! finally Last is 
] 


and glaring white. 


ttest. 





Cultivation in Egypt- 


What part of Egypt can be cul- 
tivated?—Ans. Though Egypt has area of 
over 350,000 square miles not more than 
12.000 square miles is capable of cultiva- 
tion. A considerable part of this "has yet 
to be tilled. Most of Egypt is desert and 
barren waste. 


What “R. S. V. P.” Means 


Ques. What does “R. S. V. P.” appended 
to letters, invitations etc. mean?—Ans. 
They stand for French words “Repondez 
sil vous plait,” which means “respond if 
you please.” Liberal translation is “please 
respond”; that is, the host expects an 
answer, with either acceptance or regrets. 


Abolition of Capital Punishment 


Ques. What U. S. states have abolished 
capital punishment?—Ans. Kans. Me., 
Mich., Minn., N. Dak., R. L., S. Dak., Tenn., 
Wash. and Wis. In Washington state jury 
I by special verdict find death penalty. 


Ages in Bible 


es. If average life is threescore years 

10 how can extreme ages reached by 
thuselah and other characters men- 
tioned in Bible be accounted for?—Ans. 
i is a controverted question. Some peo- 
ple implicitly believe that these patriarchs 

ched old ages stated in Bible; others are 
inclined to think that years then were 
much shorter than ours. 


Vues. 





-_-— 


Range of Blowguns 


ies. How far can blowguns of savages 

t?—Ans. They have an accurate aim 
up to 50 yards but carry farthcr. Some 
hiowguns are 12 feet long. One prick from 
oned darts will usually cause death 
alf an hour. 


Early Dictionaries 
Jues. What was first dictionary ?—Ans. 
possible to say. A dictionary of 40,- 
‘0 characters of Chinese language was 
ompiled by Pa-out-She who lived about 
‘100 B. C. Varro compiled a Latin diction- 
ary in about 75 B. a state Was one in 
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of names of founders, place and dates of re- 


’ fired through metal. 


Nineveh in 7 B. C. Appollohius drew up 
a similar work about time of Christ. John 
Baret published an English dictionary in 
1573. More notable work of Dr. Samuel 
Johnson was published in 1755. Webster’s 
first edition was issued in 1828, 


Ostrich Sheds Plumes 

Ques. Does it hurt an ostrich to take 
his feathers?—Ans. If not taken off by 
human hand feathers would fall off of 
their own accord. The feathers becéme 
ripe in eight months. A domesticated os- 
trich sheds his feathers uniformly. Os- 
triches are generally clipped at six months, 
at which period big feathers are entirely 
dead. Some of short feathers are left on 
birds for about nine months. Ostrich 
raiser never cuts or pulls a feather as 
long as there is a vestige of life in it be- 
cause if he did so production would stop. 
A live feather has a green quill; a dead one 
is white or transparent and of a horny 
appearance. 








“Rider” to Congress Bill 

Ques. What is a “rider” to a congres- 
sional bill?—Ans, It is an additional 
clause, often foreign in nature, which is at- 
tached to bill itself. Often these provisions 
are added by a minority, making passage 
of bill with its rider the condition of its 
passage in any shape. Riders are sometimes 
added in an effort to prevent president’s 
veto, because if main bill is important in 
itself it will usually carry rider through. 
Riders are mostly attached to appropria- 
tion measures. 





Gravity on Jupiter 

Ques. How does gravitation of planet 
Jupiter compare with that of earth?—<Ans. 
Attraction of Jupiter upon any body out- 
side its surface is about 315 times as great 
as attraction of earth upon same body, 
provided that distance of attracted body 
from center of Jupiter is. same as from 
center of earth. 


Flight of Ducks and Geese 


Ques. Why do ducks and geese fly in a 
“Vv” formation?—Ans. . For same reason 
that airplane squadrons do—resistance of 
air is less and formation is easier to ma- 
neuver, 


Candles Fired Through Boards 


Ques. Can candles be fired through 
board?—Ans. Yes, if sufficient force is put 
behind them. In fact, they have even been 
An army major re- 
ports that he fired an ordinary wax candle 
through four deal boards placed a foot 
apart. He used six inches of paraffin wax 
candle and 33 grains of powder with usual 
wads. Shot was removed by cutting off 
top half-inch of cartridge, and a candle 
weighing one and a quarter ounces was in- 
serted. He fired at range of 25 yards. Each 
plank was cleanly perforated. When fired 
against four planks placed back to back 
candle went through first one but was 
brought up by solid weight of wood of 
other three. 








Ocean Levels at Panama 
Ques. Is Pacific ocean higher than At- 
lantic at Panama?—Ans. Mean sea level, 
not considering tidal and wind conditions, 


is same at Atlantic and Pacific sides of | 
However, tides on Pacific side | 
are higher than on Atlantic, hence the er- | 


isthmus. 


roneous idea. On Atlantic side tidal varia- 
tion is not over two feet but on Pacific 
side difference between high tide and low 
tide is sometimes as great as 21 feet. This 
difference is due to attraction of high 
bodies of land which exist on Pacific side 
but not on Atlantic. High mountain masses 
along west coast of American continent 
tend to pull water up toward them. This 
and weather, wind ete, cause difference be- 
tween tides on Pacific and Atlantic side 
but mean level of both oceans is same. 
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An Interesting Experiment 


Here is a very simple little scientific 
trick which anyone can easily do and 
which will be found interesting either 
in school or at home. Take a plate or 
saucer and pour water into it. Next get 
a milk bottle or other bottle with a 
wide mouth, Then find a piece of can- 
dle, and you are all ready. Set the can- 
dle on the plate, in the water, light it 
and then place the bottle over it. In 
a short time the candle, when it has 
used up all the oxygen in the bottle, 
will flicker and go out, and the water 
will be sucked up into the bottle from 
the plate. 

You can keep pouring water into the 
plate as it is sucked up. It is not 
necessary even to use a candle. A 
small piece of paper lighted and thrust 


_ 











MAKING 
WATER 


RUN UP HILL” 


into the bottle, which is then set down 
quickly, will answer the purpose. The 
science of it is that the heat of the 
flame expands the air in the bottle, 
and then when the flame goes out and 
the air cools, it contracts, and forms a 
partial vacuum, and the water rushes 
in to fill this up. 


A New Tale of the Yukon 


Out of the frozen North comes the 
story of a sea lion which, so it is rumor- 
ed, forsook his watery habitat for man’s 
terra firma in order to drink in the 
seductive melodies of a jazz band. One 
evening while the denizens of Bay- 
view, Alaska, were listening to a band 
concert, the Sea lion crawled up the 
beach, and along the street and finally 
settled himself down on the porch of 
a house near the band-stand. There 
he stayed until the concert was over, 
when he hied himself back on his home- 
ward journey. But before he reached 
the beach he was shot to death by some 
heartless pedestrian. The skeptical old- 
timers at Bayview do not believe the 
sea lion was attracted from the water 
by the music but that he was chased 
out by blackfish, many of which had 
been seen in the bay recently. 

















How Washington Became a Surveyor 

As every American knows George 
Washington was a surveyor during the 
earlier years of his life. And he was a 
good one too, accurate and competent, 
in spite of the fact that he never had 
the advantage of college training which 
is now considered essential for all who 
would undertake surveying and other 
engineering work. Interesting facts 
in connection with Washington’s early 
years and data showing how the boy 
acquired the knowledge and developed 
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the character which brought him suc- 
cess in his work as a surveyor, subse- 
quently as commander-in-chief of the 
American army, and finally as presi- 
dent of the new republic, have recently 
been made public by Mrs. Eleanor 
Washington Howard; last of the Wash- 
ington family to be born in the Wash- 
ington homestead at Mt. Vernon. 
George’s father, she points out, in- 
stilled deeply into his mind lessons in 
morals and helped to lay the founda- 
tions of character which made him 
a clean, upright, honest, four-square 
man, honored and respected by all 
good people who ever came in contact 
with him. Though the father died be- 
fore the boy was 12 years old, his in- 
fluence and his teachings were never 


forgotten. Not long after the elder 
Washington died George received a 


tempting offer to become a midship- 
man in the British navy. He was eager 
to accept and doubtless would have 
done so had not his mother sagaciously 
dissuaded him. As subsequent events 
showed this marked a momentous turn- 
ing point not only in the boy’s life but 
in the life of the nation destined later 
to call him “father”; had he yielded 
to his own impulse and desire and en- 
tered the British navy it is not improb- 
able that the colonists, without his 
courageous, able leadership as a soldier 
and statesman, would have submitted 
to British authority and America today 
would be a British dominion. 

In 1747 George went to live with his 
brother Lawrence at Mt. Vernon. Here 
with the help of his brother and Lord 
Fairfax he pursued his studies on en- 
gineering and _ surveying subjects. 
Something of his thirst for knowledge 
and his diligence as a student are in- 
dicated by his old exercize books which 
are neatly filled with formulas, dia- 
grams, surveying problems and copies 
of legal documents of various forms. 

Lord Fairfax who watched the boy 
study and work and had come to know 
him as a fearless, skilled woodsman 
took a great fancy to him. Later he 
gave him a surveying commission in 
connection with land in what was then 
a wilderness to the west and north- 
west of Virginia. This was the first 
really important work undertaken by 
the young surveyor and he accomplish- 
ed it with credit to himself and to the 
confidence of his employer in him. 
Within about a month he completed the 
survey and came back with maps and 
plans accurately showing the nature 
of Fairfax’s holdings on the Shenan- 
doah and the upper Potomac. 

Some time later at the recommenda- 
tion of Lord Fairfax he was appoint- 
ed official surveyor of Culpeper coun- 
ty, Va. He took the usual oaths 
to the British king’s person and gov- 
ernment and thus received his first 
authoritative public record. In_ his 
spare time he studied military tactics 
and practiced the manual of arms under 
the tutorship of experienced officers 
who from time to time were visitors at 
Mt. Vernon. His main occupation, how- 
ever, was surveying and he kept it up 
week in and week out except in the 
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most inclement “weather. In 1751 he 
was called home by the sudden illness 
of his brother Lawrence. The brother 
died the following year and the death 
of the latter’s only surviving child a 
few months later left George owner 
and master of Mt. Vernon. This 
hrought him new duties and responsi- 
pilities and Jeft him little time for sur- 
veving work. He became a successful, 
prosperous farmer, interested in pro- 
ducing big crops, maintaining soil fer- 
tility, improving his flocks and herds 
and looking after the welfare of the 
slaves Who worked the estate. Here 
he remained until his country called 
him and here he gratefully retired when 
he was at last relieved of public cares 
nd responsibilities. 


A Versatile Child Troupe 
Last year the Red, White and Blue 
Tre Ipe, composed of 22 boys and girls, 
ranging from five to 12 years, left their 
he in the Par&ma Canal Zone for 
a visit to New York, where they gave 





eptionally fine exhibition of what 


juvenile athletes can do. The purpose 
the trip was to arouse enthusiasm in 
¢ minds for swimming and other 
ical development exercizes. The 
ers of this little band can box, 
le, jump, run, play basketball and 
ill, sing, dance and act. Their 
and yells are composed by artists 
themselves. 


’on’t Monkey with Electric Cat 
ors are wont to spin weird yarns 
t peculiar electric cats found in the 
of the Persian gulf. An old- 
salt solemnly tells of having been 
ed severely recently by such a cat 
escaped from a freighter just 
( from Muscat in the Persian gulf. 
new it was an electric cat, he 
because the shock nearly knocked 
ver when the animal brushed its 
h-green fur against his leg. He 
een shocked before by such cats 
cat and Bussorah, exclusively the 
il habitat of these animals, he 
It never rains in that region, 
iariner explains, and the dry at- 
here, combined with a peculiar 
of food which they find in the 
causes the animals to become 
ed with electricity. He assures us 
e has seen Bedouins in the desert 
their pipes by brushing a dry 
of grass the wrong way over the 
f an electric cat. The spark inva- 
fires the grass but at the same 
the discharge is so powerful as to 
‘irow a man off his feet unless he 
KNOWS just how to go about getting a 
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’erhaps several grains of salt should 
be taken with this colorful account of 
the Museat cat. However, it has long 
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been known that all cats may become 
charged with electricity under certain 
conditions and that the electricity man- 
ifests itself in various ways. Only a 
few weeks ago, it will be recalled, the 
Pathfinder published specific directions 
which a reader contributed for getting 
a shock from a feline dynamo. The 
writer more than once has noted that 
when the fur on a cat’s back is stroked 
vigorously from the ears to the tail 
while the animal rests with its body ex- 
tended along his left forearm and both 
hock joints touch the left hand, elec- 
trical discharges can be distinctly felt 
by that hand when atmospheric condi- 
tions are right. These are not strong 
enough to “knock a man down” but 
they have sufficient kick to be painful, 
although they do not seem to hurt the 
cat in the least. 


Seun-Punk’s Arithmetic 

Here is an amusing poser in arithme- 
tic which our readers can put to them- 
selves and their friends. 

A Chinaman died, leaving his proper- 
ty by will to his three sons, as follows: 
To Fuen-huen, the oldest, one-half 
thereof; to Nupin, his secend son, one- 
third thereof; and to Ding-bat, his 
youngest, one-ninth thereof. 

When the property was inventoried 
it was found to consist of nothing more 
nor less than 17 elephants, and it puz- 
zled these three heirs how to divide the 
property according to the terms of the 
will without chopping up 17 elephants, 
and thereby seriously impairing their 
value. Finally they applied to a wise 
neighbor, Seun-punk, for advice. Seun- 
punk had an elephant of his own. He 
drove it into the yard with the 17, and 
said: 

“Now, we will suppose that your 
father left these 18 elephants. Fuen- 


huen, take your half and depart.” So 
Fuen-huen took nine elephants and 
went his way. 

“Now, Nu-pin,” said the wise man, 


“take your third and go.” So Nu-pin 
took his six elephants and traveled. 

“Now, Ding-bat,” said the wise man, 
“take your ninth and begone.” So Ding- 
bat took two elephants and vamoosed. 
Then Seun-punk took his own elephant 
and drove it home again. 

Query: Was the property divided ac- 
cording to the terms of the will? 


Puzzle-Problems 


No. 119. In gunpowder there are 
equal parts of saltpeter and sulphur 
and four times as much charcoal as of 
both the others together. How much 
of each is there in 10 Ibs. of powder? 
—Ans. to No. 118—12 ft. 
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SYNOPSIS 
Priscilla Maine, wealthy and cultured, is subject to 
dreams in which her self undergoes a psychic change an i 
sive sees Leonora, a girl who lives a life of lawlessness wi 


Red’s gang Mario, a gentleman who loves Leonora, be gs 
her to reform and marry him. Leonora fears Red would Kill 
them both if she did She meets gang at Ristori's cafe 
ir who likes Red, is jealous of her. Red and Leo kill 










nen; gang escapes. Priscilla, her mind distu 1 by 
ams, seeks aid of her friend Philip Fosdick, psycho- 
Priscilla’s father, now dead, married beneath him, 
d left New York with his wife and later returned with 
Priscilla, who knew only him. Promising to take Leonora 
to Red, Inez leads her to Mario’s rooms. Leonora faints 
as telephone bell rings awakening Priscilla. Philip tells 
Priscilla he has seen Leonora. During absence of Mario, 
Leovora goes to door and finds Red, who has come to k 
Mario and her. In the struggle that ensues lamp is over- 
turned, setting fire to house. Mario returning rescues Leo- 
nora Red is believed to have been burned in fire. i 
cilla, who loves Mario, is jealous of Leonora. Leon 
(whe registers at hotel as Nora O’More) and Mario m 
and take bungalow in lonely country place in the hills 
Priscilla, while viewing her painting of Leonora (whom sl 
has never seen) on exhibition at Harkness’s art gallery, 












— 





sees Harry the Nut, a member of Red’s gang, and Ine 
They believe Priscilla is Leonora. Priscilla, fe ling that 
Leonora needs her, seeks communion of spirit with her by 
means of hypnotism. 


She did not know that her eyes had closed 
of their own accord, and spent a moment in 
idle speculation concerning the singular 
disappearance of Philip's face. He had not 
moved, she knew; his hand still rested on 
her forehead. But his voice sounded far 
away. 

“Sleep 

She wondered that he should bid her 
sleep or wish her to. Perhaps it was be- 
cause he thought it would better prepare 
her for the ordeal of the hypnotic trance— 
if it were any ordeal. But it was odd that 
he should not understand she was now 
finding a rest more exquisite than one 
could possibly find in sleep. 

“Sleep : 

Iteration of that monosyllable excited no 
more interest. She had become completely 
engrossed with the phenomenon of respi- 
ration, her own breathing, its tempered, 
constant ebb and flow, upon which her be- 
ing swung like a leaf in a tideway—— 

“Sleep wd 

She had no desire to sleep, felt no need 
of it. Never had she known such abso- 
lute command of all her faculties. The sen- 
sation of being acutely alive was extraor- 
dinary, without precedent. Yet curious- 
ly assorted with this was a sort of exterior 
numbness, as if her body were altogether 
enfolded in an unknown element, like air 
but more ethereal, powerful but impalpa- 
ble, whose unremitting pressure drove in- 
vard all physical sensibility, forcing it 
back and back until it came to rest, im- 
passive but superpotent in perfect con- 
centration, in some secret sanctum of her 
being. 

With this there was like concentration of 

the attention, which, turning in upon itself, 
became in a way magnified and marvyelous- 
Ix luminous. Divorced from that com- 
plexity of cares and interests of daily life 
which ordinarily distracted and diverted 
the full stream of its powers into a hun- 
dred channels, the ego turned back to the 
ego and in’ that inversion achieved an iso- 
lation with a self-completeness and con- 
tainment and independence passing any- 
thing known in waking life. 
- In this Nirvana, an unawed initiate of the 
arcana of existence, the soul dwelt in ex- 
alted abstraction, in a phase of sublime 
self-sufficiency, freedom, and peace. But 
not for long; how long, there could be no 
computing; consciousness of measured 
time had been abolished by contact with 
eternal verities. Nevertheless the period 
of that detachment was not unlimited, it 
had an end, there was at length-a necessi- 
ty imposed upon the soul, a summons, a 
calling to it from out the vast which it 
could by no means ignore. 

And the I that was the essence of the 

sirl bestirred itself and arose and, shedding 
without effort the trammels of its content, 
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went forth, seeking. In this there was no 
faltering, no reluctance, neither question 
nor doubt, there was indeed no choice; 
the call had sounded and response might 
not be delayed. The call was from Leonora; 
it was the soul of Leonora, voiceless and in- 
articulate, calling to its own, calling with- 
out rest through the void from a far and 
unknown realm. 

And the spirit to which its soundless call 
was turned answered and fared forth, seek- 
ing, forever seeking. There were no bounds 
to the sphere of that search, no barriers to 
hinder its free range, the earth and the 
sea and the air and the spaces between the 
stars were within its scope and the-infinite 
marches beyénd. Her soul fared far and 
far, seeking the source of that summons 
that, once sounded, was now never still, the 
call that led and eluded, that fled and pur- 
sued, 

Time beyond reckoning was consumed, 
yet the search had no end, the soul ad- 
ventured fruitlessly, its yearning was de- 
nied. At last it returned, weary and frus- 
trate and spent it came back to its own 
place, to the tenement of flesh that was its 
temple and the tower of its refuge, and 
there rested upon and within itself, de- 
manding the consolation of its integrity 
yet knowing no comfort of it when found, 
tormented by knowledge of its failure, 
haunted by the call. 

Then that which it had sought and found 
not, sought it in turn, and it was found, 
the I that was Leonora was joined to the 
I that was Priscilla, and the twain were 
as one, and there was solace in this appre- 


hension of oneness. But there was likewise 


sorrow and dread that had neither of them 
any form, so that there was not any sort 
of rest. But as if the very fact of their 
reunion forbade them rest, the one that 
was two stirred and rose up again and once 
more committed itself to the toil and fa- 
tigue of search, whipped on and on by the 
lash of a necessity that had no name but 
was none the less inexorable and pitiless— 

But this time the search found an end. 
There was in a forest a pool, a dark, still 
pool in a forest dark and still. Huge boughs 
of ancient trees, weighed down with their 
burden of interwoven foliage, overhung the 
water, darkening its face to blackness with 
their shadows, shedding a twilight in be- 
tween, a halflight of limpid green. 

The air of this place was sluggish, dank 
and warm and without movement, it was 








Here is a portrait of the"Old Faithtut’ geyser, 
in Yellowstone national park. it is made from 
@ snapshot taken at — by the aid of the 
most powerful flashlight gun ever used. in 
spite of masks and goggles, the photographers 
who took the picture were temporarily blinded. 


THE PATHFINDER 











How He Cured 
His Rupture 


Old Sea Captain Cured His Own 
Rupture After Doctors Said 
“Operate or Death.” 


His Remedy and Book Sent Free. 
Captain Collings sailed the seas for | 
years; then he sustained a bad double 
ture that soon forced him to not on! 
main ashore, but kept him bedridde: 
years. He tried doctor after docto; 
truss after truss. No results! Final! 
was assured that he must-either subn 
a dangerous and abhorrent operatio 
die. He did neither! He cured hiinse; 
instead. 

Captain Collings made a study of 
self, of his concition—and at last h: 
rewarded by the finding of the method 
so quickly made him a well, strong, 
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heavy with the cloying sweet breath of 
mould. Neither was there any movement in 
the pool, though its still black plaque was 
proken by a white, cold, wet face upturn- 
ed, the face of a drowned woman whose 
clothed body was vaguely revealed by the 
«tained element in which it was suspended. 
ro the smitten spirit of Priscilla it was as 
if she gazed at her own face, still and calm 
in sleep, counterfeited in the depths of a 
wide dark mirror. But the face, she knew, 
was the face of Leonora, who was dead. 


“Dead—she is dead—Leonora is dead—” 
The words, barely audible, hardly more 
than moans, breathed from the lips of the 
woman lying in hypnosis. Fosdick, sitting 
bv her side, on the edge of the couch, bend- 
ng over her, conned her face intently. The 
ong lashes were fluttering, tears welled 
from under lowered lids, the lips writhed 
with grief. She moaned again, an inar- 
ticulate pure note of woe passing speech, 
nd shuddered in her trance. 

He captured her two wrists as her hands 
twitched up, groping as one’s hands will 
walks in darkness, and imprisoned 
them gently in the clasp of one of his own. 

other he pressed again upon her fore- 
ad. “Priscillaf’ he called in an even 
but urgent voice—‘come out of it! For- 


get your vision. See nothing. Do you hear 
Pa 


who 


The anguish of the face of the sleeper 
grew transiently more acute, then faded 
as he repeated the unanswered question: 
“Do you hear me?” This time the girl re- 

nded dully: “Yes.” 

You understand what I am saying?” 

Yes, Philip——” 

You are to see nothing more. 

anything now?” 

There was a slight pause; 
er stated without emotion: 


” 


Do you 


then the sleep- 
“T see nothing 


Good. 


Now you will sleep, you will 
quietly, without dreaming, for 30 


utes. Then you will wake up rested, 
refreshed, calm, rational. Do you under- 
nd ?”? 
“Yes, Philip.” 
Repeat what you are going to do.” 
In a toneless voice Priscilla recited: “I 
going to sleep quietly, without dream- 
for 30 minutes. Then I am going 
wake up rested, refreshed, calm, ration- 


Do so.” 
She made no response more than a pro- 
nd sigh. The stamp of sorrow upon those 
exquisite features had already been modi- 
fied; their expression now grew placid. The 
itated, 
steady, slow and deep respiration of nat- 
ural slumber. 
Fosdick sighed in relief; but his coun- 
ance continued grave with care, the 
brows knotted, the lips compressed, the 
eyes harboring a look of pain. He moved 
er to his desk and dropped wearily into 
the chair, made as if to draw the telephone 
to him, hesitated. Resting an elbow on the 
lesk, he bent his head upon his hand, cov- 
ering his eyes, and for some moments sat 
in a state of sore perplexity and indeci- 
NS) 1. 
\Vhat was his duty? It was in his power 
renew in Priscilla the condition of hyp- 
tie susceptibility long enough to erase 
by suggestion, all waking memory of her 
ion. By so doing he might spare her 
ch suffering, much distress; the pity and 
ror of that lonely death, and the mys- 
of it, would not prey upon her sensi- 
and susceptible nature. And, believing 
nora still to be living happily with the 
n Mario, her husband, Priscilla might in 
ie grow reconciled, school herself to re- 
iciation, forget, and ultimately rebuild 
life upon the foundation of a saner, 
r love. 
On the other hand, Fosdick knew, no will 
his, no wile, no power known could cast 
memory of that vision from her un- 


te 


; 


; 


‘ 


gusty breathing passed into the . 


repression but deathless and mutinous, de- 
manding always that acknowledgment 
which was its right, always denied; and 
inevitably in some fashion for that neg- 
lect it would avenge itself upon the girl. 


So may we all purchase forgetfulness of 
things that sadden us, things that hurt, 
memories of failure, omissions, blunders, 
losses, sins. But if we purchase we must 
pay the cost. Nature has no mercy for 
those who would ignore her; such insolence 
goes never unrequited. 

But if Priscilla were permitted to come 
back to herself with full knowledge of what 
she had seen in her trance—believing Leo- 
nora dead—what would the effect be upon 
her life? She would be sad, she would 
mourn, it would be long before her days 
would be undarkened by shadows of dread 
and distrust. But she would not dream, 
there would be no more journeys of the 
spirit through the hollowness of night and 
space in futile search for that affinity which 
had gone out of life. 


Against this the consideration warred 
that, no longer needing to reckon with the 
claims of Leonora, Priscilla would less read- 
ily disembarrass herself from the toils of 
an insane and impossible infatuation. With 
Mario free, no reason existed why she 
should scruple to give him all her love. 
Dared one risk perpetuation of that pas- 
sion? 

Fosdick pressed a call button on his desk 
and put the telephone receiver to his ear. 
His assistant responded promptly. Fosdick 
asked: “Is there anybody waiting to see 
me?” 

“Two patients with appointments, sir, 
and one without any—Mr. Andrews. I told 
him you couldn’t possibly see him today. 
He said he’d wait till the cows came home.” 

“Get rid of the others,” Fosdick instruct- 
ed; “tell them I’ll be indefinitely engaged. 
Then send Andrews in.” 

He put the telephone aside and went back 
to the couch. Priscilla had not stirred since 
obeying his injunction to sleep naturally. 
She seemed to be resting easily; there was 
no indication of distress in her expression, 
more than the physical signs imprinted by 
the emotional strain of the last several 
days—pale, bluish shadows beneath her 
eyes, a hint of weariness about her mouth, 
the mouth of a child punished for no fault 
that it understands, and a faintly percepti- 
ble contraction between her eyebrows. 


Fosdick gave a gesture, infinitely unhap- 
py, of renunciation. He bent over and 
let his lips touch lightly her hair, the near- 
est approach to such a caress he had offered 
Priscilla since her childhood. She never 
knew. 

When Andrews came in, a folding screen 
shut off the couch and its occupant from 
the rest of the room; Fosdick was behind 
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KILL THEM ALL 


Every Rat and Mouse Easily Destroy- 
ed by New Discovery—Not 
a Poison 
Absolute freedom from rats and mice is 
now assured everyone. No more trapping 
and poisoning just a few. Clean out the 
whole bunch, old, young, big and little. 





Hick’s Rat Killer kills every rat or 
mouse on your place. Most wonderful of 
all it does not harm anything but -rats, 
mice, gophers and other rodents. It is 
harmless to children, pets, poultry and all 
kinds of stock. It can be spread anywhere 
and will kill only .rats and mice. This 
death bringing disease rapidly spreads and 
quickly destroys all the rats and mice. There 
is no smell or odor for they run outside for 
water and die away from the uilding. 


A Trial Costs You Nothing 

Mr. Hick is offering everyone troubled with 
these pests the chance to get rid of them at no 
cost to themselves. He will send three large 
double strength, one dollar bottles for the 
price of one. You keep one for yourself; the 
other two you sell to your neighbors at one 


dollar each, thus getting your own free and in 
addition making a dollar profit. Send $1.00 
today (currency, money order, check, etc.) to 
Chas. M. Hick & Co., Dept. 294, 1018 S. Wa- 
bash Ave., Chicago, Ill. If you prefer, send no 
money, just your name and address, and pay 


postman $1.00 and postage on delivery. If 
after two weeks trial you are not absolutely 
satisfied, write Mr. Hick and your money will 
be refunded. 


PIMPLES 


ARE CURABLE. If you suffer from Pimples, 
Acne, or Blackheads I will send you a generous 
sample of my famous Clear-Plex Crystal! Treat- 





ment absolutely FREE. Send only i0c to help 
pay postage and packing with your name 
and address to INA WARREN, Beauty Special- 


ist, 804 Gray Bldg., Kansas city. Mo. 
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AGENCY, Dept.A-30, 352 PEARL ST.. NEW YORK, 


PATENTS SEND FOR FREE BOOK. 


Contains valuable information for invent- 
ors. Send sketch of your invention for Free gene n of its D patent- 
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his desk, amiable, keen, composed. 
Andrews?” ; 

“G’daft’noon, doc’ Mr. Andrews seated 
himself, balanced his hat on his knee, and 
reinserted in his mouth the unlighted 
cigar which had been removed in deference 
to an influential client. “Just blew in from 
up state—Dutchess County,” he announced. 
“The party you’re interested in 4 4 

“Mother O’More?” 

“Yeah; she’s up there in a private in- 
stution for the aged. Bought her way in 
*bout 10 years ago. Seems she gets an an- 
nuity from some insurance company, 
enough to pay for her board and keep. Must 
be a sick insurance company; the old 
dame’s a hunnerdaneighty if she’s a day 
and ain’t much as thinkin’ of kickin’- out.” 

“Did you see her to talk to?” 

Mr. Andrews corrected gravely: 


“Well, 





“I seen 





her to talk to her, but that’s as far’s I 
got.” 
“Is her mind clear? I mean, do you think 
she remembers a 


“Remembers? Say, that old lady re- 
members more’n you and me’ll ever forgei.” 

“Won't she talk? Why?” 

“Cussedness,” Mr. Andrews opined—“‘or 
else she’s been paid to keep her trap shut. 
I got a hunch she bought that annuity with 
hush money.” 

“Will anything make her talk, do you 
think?” 

“Jack might.” 

“Jack who?” 

“No, not Jack anybody—just jack—coin, 
yunno—imoney.” 

“Oh!” Fosdick’s smile swiftly faded into 
a look of thoughtfulness. “Presume Id 
better see her myself.” 

“Would, if I was you. She hasn’t got 
no use for me atall—spots me for a detective 
at sight and spits like a mad cat every time 
I opens me mouth.” 

“Where do you say she is?” 

“Place near Pawling—there’s the ad- 
dress.” Mr. Andrews gave Fosdick a slip 
of paper. “Visitors’ hours every afternoon, 
three to five.” 

“Pll see her tomorrow,” Fosdick said. 
“Meanwhile, you can be working on an- 
other lead. There’s reason to believe the 
girl 'm looking for—this Leonora—is or 
has been for several days living up in the 
Catskills, in a private camp, probably rent- 
ed, somewhere ‘back of Kingston. Her hus- 
band came down to New York today, ac- 
cording to my information and belief, and 
is returning tonight. He drove from the 
camp to Kingston in a car, which he prob- 
ably left in a garage near the railroad sta- 
tion. . That may help you to trace him.” 

“T’ll run up there tonight, be on the job 
first thing tomorrow. If I have any luck 
I'll give you a Long Distance buzz. But 
I Stang If you’re goin’ to run up to Pawl- 
ing in the aft’noon, you won't be back 
till after dinner. I might be back myself 
by that time. Mebbe Ill be waitin’ for you.” 

Mr. Andrews presently took himself off. 
Fosdick glanced at his watch, turned to the 
screen, folded and set it aside. Priscilla had 
not yet moved, but by every sign the sub- 
conscious monitor was reminding her that 
the half hour had elapsed. Her breathing 
was less regular, the silken lashes were rest- 
less upon her cheeks. While Fosdick watch- 
ed they lifted, disclosing confused eyes. 
Recognizing: him, she smiled uncertainly, 

Fosdick uttered her name in a reassur- 
ing voice, took her hands, and helped her 
to a sitting position. “How do you feel?” 

“IT don’t know,” she said in-a low, puz- 
zled tone. “All right, I guess, but— There’s 
something wrong— Have I been asleep?” 

“Yes. Didn’t you know?” 

She shook. her head impatiently, staring 
at the floor, struggling to recollect loose 
ends of memories. “You—you hypnotized 
me, Philip?” 

“Yes, ’Cilla.” 

“Was it difficult?” 

“Ou the contrary, you proved one of the 
most willing subjects Pve ever had—went 
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off like a shot, practically at the first sug- 
gestion.” He filled a glass with water from 
the silver pitcher on his desk; but when he 
took it to her, she was on her feet, her 
eyes desperate. 

“Philip!” she cried gustily— 
—Leonora——!” 

“I know; that is, I know you think so; 
you told me.” 

She did not answer, she was heedless of 
the meaning of his words; but as if in- 
stinctively feeling it intolerable that an- 
other’s eyes should pry into her grief, 
brushed aside the glass of water, and with 
a stricken face stumbled past him to a 
wide and deeply recessed window. 

For several minutes she stood there, her 
back to Fosdick, looking out blindly, slen- 
der shoulders shaken with silent sobs, a 


“she is dead 








A New “Cootie CAR’ IN_ WASHINGTON 


Here’s a Spectacle for you! This man Is 
causing all sorts of trouble with the traffic. 
The policeman don’t know whether it’s an au- 
tomobile or a motorcycle, and the driver 
won't tell him. .Such contrivances are curious 
but don’t get much consideration by the prac- 
tical autoist. 





hand with a handkerchief dabbing at her 
eyes. A wise physician, Fosdick offered no 
phrases of false comfort, but was patient. 

That the storm of her emotions spent 
itself swiftly, that it was not long before 
she was able to talk calmly, was no revel- 
ation of heartlessness, but largely the work 
of the suggestion implanted in her while 
she was in hypnosis. 

“The pity of it,” she said after a little 
time. “Oh, Philip! the pity of it! She was 
so happy—and now she is dead.” 

“Perhaps.” 

Priscilla swung sharply round. “Why 
do you say that? I know—I saw her—I saw 
her lying drowned in a pool——” 

“I know, you told me.” 

“But how could I?” She was startled 
out of her sorrow. “I haven’t had time, 
I’ve only just remembered ¥ 

“You told me while in the hypnotic trance. 
I questioned you and you told me all you 
knew, everything you experienced. You 
were talking almost continuously until 
I threw you into normal sleep. So I heard 
about your vision.” 

“Sta !” she_said in a stare of wonder 











Motor Troubles Ended 


New invention Creates Wonderful Spark— 
Doubles Power, Makes Winter Starting 
Easy, Stops Oil Pumping, Eliminates 
Carbon, Saves Ga ree Trial Offer. 


—_—_—-. 


Any car owner who 1s bothered with a 
tor whieh pumps oil, foul spark plugs, 
gas or carbonizes badly can stop oy i. 
bles by using a remarkable device called \\ 
ren Transformers, perfected by W. H. \ 
ren, a Kansas City motor expert. 

In two minutes a boy can attach Wa 
Transformers. Then you will be amaze 
see your car go whizzing up hills on 
where you formerly had 
to shift gears. You will 
also notice a big in- 
crease in your mileage 
and instant starting in 
coldest weather. ge plugs that 
formerly fouled and cylinders that 
pumped oil will be clean and dry 
and fire with full power. 

If you want to save 25%to 50% 
on fuel and repair bills, be rid of 
missing cylinders, dirty plugs and 
carbon, have a quick start in cold- 
est weather and pep on hills, write 
the Warren Mfg. Co., 230 Gateway 
Station, Kansas City, Mo., and a 
set of Warren Transformers will 
be sent immediately, with the un- 
derstanding that they do not cost 
you a cent if not entirely satis- 
factory. 

— confident is the Warren Mfg. 

, that Warren Transformers will ‘ 
mabe than delight you that they offer to 
a $4 set for only $2. This is a special j 
ductory offer, good for only a few dav- 
— should take advantage of it im: 

ely 

Send No Money with your order—just 
name and address, name of car and nu 
of cylinders. Warren Transformers w 
sent immediately. When they arrive n 
pay the postman $2 and postage. Use 
10 days. If not satisfactory return and 
money will be refunded. Write toda 
end your motor troubles. This offer is 
guaranteed. 
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“strange I should recall nothing of that.” 
“Not so strange; your speech was some- 
thing purely automatic; once started, it 
went on, just as your heart went on beating 
and your lungs inhaling and exhaling air, 
while your attention was absorbed in oth- 
er matters. It’s like the automatic writing 
that people produce, believing themselves 
ynder the influence of disembodied -spirits. 
Not necessarily even under the hypnotic 

fluence; their attention is elsewhere, they 

.y be talking or reading on utterly im- 
material subjects, while their hand, with- 
out their knowledge, writes and goes on 
writing—just so you went on talking.” 

“I don’t understand. It’s—it’s incompre- 
hensible. Not that I doubt what you say. I 
must have told you what I saw, there in 
the forest.” Her eyes filled again, tears 
ran down her cheeks. She averted her face. 
“Oh, the pity of it!” she repeated. “Just 
when life seemed about to compensate her 
for all she had never had.” 

“Don’t let go like this, ’Cilla. 
nothing is certain.” 

‘No—you are wrong. 

“You think so.” 

“Why do you persist in saying that? 
Have my dreams ever proved groundless?” 

“We don’t know, yet; perhaps some of 
them were. But this wasn’t one of what 
you call your dreams; it was a vision, pos- 
sibly a hallucination, in hypnotic trance. 
It may have been a true phenomenon of tel- 
esthetic communication; assuming that Leo- 
nora was really dead, your spirit may have 
found some means, by some extraordinary 
effort, to surmount the obstacles, whose 

nature is unknown to us, that stand 
between the living and the dead, prohibit- 


Remember, 


I saw her, I know.” 


ing communication. If there is such a thing 
as communion with the spirits of the dead, 
if there remains after death a sentient in- 
dividuality to communicate with— But 
we don’t know.” 


He argued earnestly, with intention, see- 
ing he had already engaged her interest to 
such extent that she was forgetting to grieve 
“On the other hand, we do know it’s easy 
to fool ourselves. Remember, you have 
gone about all day fretted by a feeling that 
something was wrong with Leonora, some 
danger threatened her happiness. Quite 
possibly that feeling had no more excuse 
than an element of nightmare in your 
dream, or vision, of this morning, that made 
you think Leonora had some unreasoning 
fear of the forest. Therefore, your sub- 
consciousness reasoned, there must be 
something to fear. Therefore, Leonora is 
in danger. In danger of what? Of what 
but death? You passed into the hypnotic 
trance already prepared to see the worst. 
You saw it. But the question remains un- 
inswered, and for the time being unan- 
swerable; did you see truly, or did you see 
a fantasy conjured up by your own imagi- 
nation influenced by fear?” 

‘If I could only think that, Philip 

“Why mot try?” But he was arguing 
against his own belief, his argument lack- 
ed conviction. 

Her drooping head described a movement 
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of rejection. “No,” 
is—I know.” 

Appreciating that in her present temper 
contradiction or contention would only 
serve to excite her, Fosdick dropped the 
subject temporarily, and used the tele- 
phone to order his car from the garage. 
“m going to take you home now,” he 
told Priscilla. “Now about tonight; have 
you made any plans?” 

“Don’t ask me to do anything tonight, 
Philip !” she protested. “Night after night 
I’ve gone about with an aching heart, to 
please you, because you thought it would 
do me good. But tonight—I simply could- 


n "t Dg 


she said, “the trouble 


“I agree. I was merely going to advise 
cancellation of any engagements you might 
have. You must rest, get a long and sound 
night’s sleep.” 

“If I can “4 

“You still have some of those powders 
I prescribed? Take two tonight, one after 
dinner—one when you go to bed. And 
don’t stay up late on my account.” She as- 
sented listlessly. “Don’t hesitate to, send 
for me if you need me. And in the morn- 
ing, if I haven’t heard from you meantime, 
I'll call up—about 10. I shall be out of 
the city in the afternoon, but at night Pd 
like to see you, if you'll be at home.” 

“] shall,” she sighed. “Of course. I 
shall be packing. We leave for Southamp- 
ton day after tomorrow.” 

“Glad of that. Once you get out of this 





memory-haunted atmosphere, and especial- 
ly since you will have no more dreams—” 


(The continuation of this story will be 


found in next week’s issue of the Path- 


finder. If you are not already a subscriber, 
you can secure the paper for 13 weeks for 
25 cents, 26 weeks for 50 cents, or a whole 
year for $1.) 
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A 2-month-old cockerel two hours after bejng at- 

tacked by head and neck lice. Both baby chicks 

and grown fowls are killed in great numbers by 
this type of louse. 


MINERALIZED WATER 
ROUTS CHICKEN LICE 


A new scientific discovery makes 
it easy to rid poultry of lice and 
mites, Simply dissolve in the fowls’ 

drinking water the harm- 
lessmineral tablets known 
as Paratabs. Soon after 
the fowls drink the min- 
eralized water, all lice 
and mites leave them. 
Chicks that drink the wa- 
The bedy fouse t€Y never will be trou- 
of chickens. bled by vermin. 


Paratabs do away with the bother 
of greasing, dusting, spr ay- 
ing and other unsuccess- 
ful methods of fighting 
lice. They are warranted 
to impart no odor to 
flesh or eggs. They cost 
only a trifle and are sold 





under a money-back guar- Th "od ond 
antee. Thousands of poul- chickens. 


try raisers are using them with com- 
plete success. 


What Users Say 


Paratabs are the best thing for chickens I ever used. 
They clean the hens and maxe them lay, and I don’t 
find any lice, mites or fleas on any of my young chicks, 
Paratabs sre a good tonic for all chickens.—MRS. 
W. A. G., Jacksenville, Fila. 


Paratabs are fine. My chickens have no more lice. 
Before using Paratabs 1 had 20 loafers on the roosts, 
but now they are out.—MRES. A. F., Keeseville, N. Y. 


I never saw anything like the work of Paratabs. It 
reminds me of the fairy story of the magic wand. 
Early this year I was getting 14 to 16 eggs a day. 
Then, without visible cause, the number dropped to 5 to 


7 a day. I began useing Paratabs as directed and in 
2 or 3 days there was a difference of 1 to 2 eggs 
a day. On the fifth day, I got 17 eggs and on the 


seventh 1 got 23 I heartily recommend Paratabs. 
MRS. E. H., Centratia, 101 


I received the Paratabs all right and my hens seem 
to be oe better already.—MRS. W. 8S. CC. Monti- 
cello, Ark 


I am giving Paratabs water to my chickens and am 


having better luck this year than ever before. I haven't 
had a little chick to be a bit sick. It is the greatest 
medicine we ever used fer young chickens.—MRS. M. 


N., Pulaski, Ky. 


Send No Money! 


Let US Take All the Risk 


Any one can try Paratabs without risk- 
ing a penny. We are so confident this new 
scientific discovery will free your flock of 
lice and mites that, to introduce Paratabs, 
we will send two full $1 packages— 
enough for 200 gallons of water—for only 
$1.00. BUT SEND NO MONEY. On deliv- 
ery, pay the postman $1 and postage, and 
if your flock is not free from lice and 
mites in 10 days, your money will be re- 
funded without question. Don’t let ver- 
min kill your fowls and steal your profits. 
Write for the Paratabs today. 


Paratab Laboratories 


Dept. 837 


1100 Coca Cola Bigd., Kansas City, Mo. 











PAGE 29 




















































































































































































OI EES 


a AO 


oF i 

a | 

oe OS 

¥ ; 

= 

i | 
cn 














- Pattern Department =| 
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3988—A Smart Frock.—6 Sizes; 34, 36, 38, 40, 42 and 
44 inches bust measure. A 38 inch size requires 4% yards 
of 36 inch material. Price 10 cents. 

4004—Misses’ Dress.—3 Sizes; 16, 18 and 20 years. A 
26 vear size requires 454 yards of 36 inch material. Price 
10 cents. 

3998—Girls’ Dress.—4 Sizes; 4, 6, 8 and 10 years. A 
6 year size requires 2% yards of 32 inch material. Price 
10 ceats. 

8809—Ladies’ ‘‘Home” Dress.—6 Sizes; 34, 36, 38, 40, 
@2 and 44 inches bust measure. A 38 inch size requires 0 
yards or 36 inch material. Price 10 cents. 

3885—Child’s Romper Sult.—4 Sizes; 2, 4, 6 and 8 years, 
A 4 year size requires 2% yards of 32 inch material. Price 
10 cents. 

3991—Apron Model.—4 Sizes; Small 34-36; Medium 
33-10: Large 42-44; Extra large 46-48 inches bust measure 
A Medium size requires 25% yards of 36 inch material. 
Price 10 cents. 

7 TeeepeepeeRMeRee ey OE ee Ee ET 


Use Coupon in Ordering Patterns 


Herewith find ....cents for which send me the fol- 
lowing patterns: 
Number ......0000. Size ... Number .....-e.00% Size ... 
Number ........... ee eee eres Size... 


Do you want catalog ?—Ifso, the additional cost is 10 cents. 


Be sure to give number and size of patterns wanted and 
write your name and address.on lines below. Send orders 
for patterns to Pathfinder, Washington, D. C. 


SEDO tue worsen e Dros vdebocdd ane bene etn dees hawacedeeetien 
EN ee pe Sy Cee Eee ee 
WOE. 4 hc ad nas sxclneckOkseacuema ckaek WOUAG. ex scccavecese 


CATALOGUE NOTICE 

Send 10¢ in silver or stamps for our UP-TO-DATE 
SPRING & SUMMER 1922 CATALOGUE, showing color 
plates, and containing 500 designs of Ladies’, Misses’ 
and Children’s Patterns, a CONCISE AND COMPREHEN- 
SIVE TICLE ON DRESSMAKING, ALSO SOME 
POINTS FOR THE NEEDLE (Illustrating 30 of the va- 
rious, simple stitches) al! valuable hints to the home 
cressmaker. 
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How Oil Lubricates 


The hardest, smoothest piece of steel 
is seen to be rough and jagged—covered 
with thousands of sharp projections— 
when viewed under the miscroscope, 
When two such surfaces work to- 
gether in close contact as in an unlu- 
bricated bearing of a machine these 
tooth-like projections engage with each 
other, causing considerable friction 
and so absorbing power needlessly. 
The material is worn away rapidly from 
both surfaces but this does not serve 
to make either any smoother. So the 
grinding down goes on and if the use 
of the bearing is continued it will soon 
be ruined, perhaps causing serious 
damage to the machine. 

As everyone knows, oil and grease are 
applied to such surfaces to lubricate 
them and make them move easily and 
smoothly over each other. Few, how- 
ever, can explain just how the oil oper- 
ates to accomplish this result. Oil is 
made up of miscroscopic particles—tiny 
round balls, for all practical purposes 
—which act just the same as ball bear- 
ings when they are applied to surfaces 
working together. In other words the 
particles of oil separate the rough sur- 
faces of the metal just enough to prevent 
them from rubbing and wearing. Thus 
friction is reduced, the bearing works 
easy and its life is increased many fold. 
Gradually the oil particles are broken 
down and become mixed with minute 
particles of metal. Some of the oil 
of course runs out and is lost. There- 
fore more oil must be added from time 
to time to provide proper lubrication 
and insure satisfactory operation of the 
bearing and the machine of which it 
is a part. 





Make Garden Do Double Duty 

Where you have plenty of good gar- 
den room there is not so much need of 
economizing space, but in small gar- 
dens it is worth while to plant every- 
thing systematically. Then from two 
to three crops a year can be produced. 
Some gardeners will grow enough on 
a few square feet of a city lot to keep a 
family supplied with vegetables, and 
even with small fruits. The soil must 
be rich, not a weed must be allowed to 
show its head, the plants must be kept 
well watered, and they must be made to 
understand that they are there for busi- 
ness and that slackers will be rooted up. 

Such quick growing vegetables as 
radishes, luttuce, young onions, early 
cabbage etc. can be planted between 
rows of tomatoes, string beans, sweet 
corn etc. The quick maturing crops 
will be out of the way by the time 
the main ones are fully grown. [It 
is well to plant the rows so they run 
north and south, as this will give the 
plants a better allowance of sunshine 
than if the rows run east and west and 
the plants thus shade one another. 
Don’t forget that if you want to beat 
all your neighbors with early sweet 
corn you can sow enough kernels for 
a dozen hills or so in a cold-frame or 
in small boxes where the tender seed- 
lings can be protected from cold, Then 


THE PATHFINDER 





the plants can be set out when the so) 
and air are warm, and you will ej, 
a week or two. 


Something Nice to Make 

When you want to keep yourself oy; 
of mischief, try your hand at a little 
cabinet work. There are many usefyj| 
articles for the home that almost 
one can make with a few tools ani! ip. 
expensive materials. Here is a little 
set of boxes, of Japanese design. Thoy 
are very handy for keeping buttons. 
thread and other sewing materials: or 
they can be used for small tools, jxils 
etc. You make three little trays, of 
exactly the same size. These trays 




















then linked together, one above the 
other, as shown in the diagram, by [1s- 
tening three strips of wood on each 
side. The strips must be made of 
just such a length that the trays will 
rest in the proper position when either 
opened or closed. Round-headed screws 
are the best means to attach the strips 
to the trays, but small flat-headed nails 
will answer. 


The Curculio, Enemy of Orchardists 


The so-called plum curculiois no more 
a despoiler of the plum than of the 
peach, cherry, or apple; it was so call: 
ed because the pioneer investig: (ors 
first found it making depredations 00 
plums. This little pest is ab@&t a qua: 
ter of an inch long with a prodigious! 
long snout. It is a dirty brown in « 
and this color serves it in good stead 
for it blends so perfectly with the 
ground on which it rests during 
eral months of the year that even s! 
eyed birds have a hard time to fi! 
On its back are several humps 
give it an appearance suggestive 
tiny wicked gnome or dwarf of f 
tale fame and from the orchard 
standpoint it is quite as wicked a> ! 
appears. Curculios go through the ° 
ter under leaves and trash on 
ground. With the coming of 
spring days the little insects leave t 
winter quarters and go forth to for: 
on the tender leaves and blossoms 0! 
fruit trees. As soon as the young fru! 
is formed each female begins !a)'0s 
her eggs. With her nose whic!) 
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puilt for just-such work she cuts a tiny 
slit in the little apple, peach, cherry or 
plum and deposits an egg therein, push- 
ing it down well with her long snout. 
Then a curving cut is made in the skin 
near the first slit to form a flap for the 
protection of the egg. Only one egg 
is deposited in a slit but several slits 
may be made in one specimen. She 
goes from one fruit to another, deposit- 
ing one egg or more in each until she 
has laid several hundred. Within a 
week or less the eggs develop into small 
white grubs which eat the fruit tissue 
and grow rapidly. It is these disgusting 
little grubs or worms that are most 
often found in cherries, plums and 
peaches. After two or three weeks the 
grubs mature. Then they leave the 
fruit and drop to the ground where they 
form for themselves little cells and go 
into the pupa stage. Fruit which has 
harbored the grubs often hangs on the 
tree and matures but invariably it is 
gnarly and inferior. 

fhe apple enjoys a peculiar immunity 
from the destructive activity of the 
grubs. Unless the fruit falls off the 
tree for some reason or other the grubs 
die and are absorbed by the tissues. 
No trace of their bodies can be found 
in the ripe fruit but invariably a little 
greenish-colored streak of comparative- 
ly tough fiber will be observed extend- 
ing from the surface toward the center. 


This is the old tunnel. bored by the 
grub and subsequently filled up after 
the latter has been put out of the run- 
ning. Grubs in apples that fall, how- 


ever, fare better. They continue eat- 
ing and growing until the time is ripe 
for them to enter the pupa stage. Then 
they emerge and retire in the ground 
\ 
make for the purpose. The grubs re- 
main hidden in the ground for several 
weeks, the time depending on weather 
conditions. They never emerge as 
adults until hot dry weather or other 
unfavorable conditions have passed. 
They begin foraging at once, eating the 
leaves and fruit of trees that happen to 
be convenient. 


vithin little cells or sacs which they 








\VYhen a _ curculio-infested tree is 
“*- hearing is now bein 
~ on in every condition of Seat. 
o ness or defective hearing from 
“y causes such as Catarrh 
ness, Relaxed or Sunken Drum 
-Thickened Drums, Roaring and 





Hissing Sounds, Perforated 
Wholly or Partially Destroyed 
Ga. Be’ Drums,Discharge from Ears, etc. 
Wilson Common-Sense Ear Drums 
“Little Wireless Phones for the Ears** ire no 
medicine but effectively replace what fs g or 
defectivein the ear drums. 
devices, which the wearer casily fite in’ 
where they are invisible. Soft, 

_Write today for our 168 page FREE book on DEAF: 
NESS, giving you full particulars and testimonials, 


E A R ed * 
934 inane vk ony - og C05 Os KY. 


NEW icin; LRON 


AGENTS MAKE $12 


A DAY 

New scientific development mekes 

ironing remarkebly sar: No wires 
h a se A 
















or 

Gives clean, quick heat, easily regu- 
lated. Costs one cent for $3 heur’s use. 
Saves steps. Cots ironing time ia half. 
Selle fast, Mre. Wagner, Ohio, sold 25 in few hours spare 
‘me. Moyer, Pa., made $164.00 in one week, You cande as 
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shaken or jarred the pests at once ‘let 
go and drop to the ground, just as the 
Colorado potato beetle does when the 
potato vine on which it is feeding is 
shaken. The object in each case is to 
escape capture. The potato beetle is 
almost as conspicuous on the ground 
as on the potato vine but the curculio 
is so marked and colored that it is al- 
most impossible to find it on the ground, 
particularly while it lies motionless, 
“playing possum.” Orchardists often 
take advantage of the insects’ habitual 
shyness to destroy them. In the egg- 
laying season they jar them off the trees 
onto a canvas from which they are 
collected and burned. Poisonous sprays 
early in the season are also much used 
in combating the pests. Arsenate of 
lead and similar poisons which are ef- 
fective against other biting insects 
quickly put the early ones out of busi- 
ness before they have had a chance to 
deposit any eggs. A mixture that is 
recommended consists of two pounds 
of arsenate of lead and three pounds 
of lime to each 50 gallons of water, 
lime-sulphur or other spray solution. 
Birds are valuable agents in fighting the 
pests and even barnyard fowls catch 
a good many. If practicable it is often 
a good plan to turn hogs into the 
orchard for a while at times during the 
summer as they will eat the fallen fruit 
before the larvae come out and hide 
in the ground. 


CEDAROSE PILLOWS 
KEEP MOTHS AWAY 


Damage Can Be Prevented Without 
Using Vile Smelling Chemicals 
or Expensive Containers. 











You need not use vile-smelling chemicals or 
expensive containers to prevent damage by 
moths. Simply put into each trunk, chest or 
wardrobe a small pillow or cushion stuffed 
with cedarose and your furs and fabrics of all 
kinds will be absolutely, safe. Cedarose is a 
combination .of cedar concentrates and aro- 
matic chemical ingredients. It is fragrant, 
a sure moth repellant and lasts for years, pay- 
ing for itself many times over every year, It 
is obtainable only from the manufacturers, who 
pack it in attractive little taffeta silk ‘‘pillows”’ 
of convenient size. One of these little pillows 
is enough for the largest-trunk or chest, 

To introduce cedarose to new users and 
prove that a real moth repellant need not have 
an unpleasant odor, the manufacturers will 
send any number of silk cedarose “pillows” 
on @ guaranteed trial basis. Send no money— 
just write to Rose & Co., 1017 McGee St., 
Kansas City, Mo., and tell them how many 
cedarose pillows you. wish to try. On delivery, 
pay the postman $1 for each pillow, and a few 
cents postage. After examination and trial, if 
you do not pronounce cedarose the most de- 
sirable moth repellant you ever used, simply 
return the “pillows” and your money will be 
refunded. For your protection, this offer is 
fully guaranteed, so write for at least one 
cedarose pillow immediately. 


NO JOKE TO BE DEAF 


—Every Deaf Person Knows That. 
I make myself hear after being 
deaf for 25 years’ with these 
Artificial Ear Drums, I wear 
them day and night. They 
are perfectly comfortabie. No 
7 sees them. Write me 
will tell you a true story, how 
8 got deaf and how I make Ear Druna 
you hear. Address Pat. Nov. 3, 1908 
GEO. P, WAY, Artificial Ear Drum Co., (inc.) 
9 Adelaide St., Detroit, Mich. 























Rich, Lustrous Pearls 


Genuine Bluebird pearls, guaranteed indestruct- 
ible 24 inch graduated necklace with solid gold 
clasp. Stunning appearance. Impossible to 
dist ish fr deep sea pearls. 





om expe 
val. Send No Money. Just 
‘our name. Pearls will 

. No obligation. In 
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Tortoise Shell 







of Handsome 






For many years 
people have been 
coming to me from 
every part of Chicago 
on account of my wide 
reputation for supply- 
ing glasses that fit. I 
am now offering the 
benefit of this wide ex- 


y perience to people 

; F everywhere. Nomat- 

ter where you live, fF 

positively guarantee to give you a perfect fit 
or there will be no charge whatever. I promise 
to send you a pair of glasses that will enable 
you to see perfectly and satisfy you _in every 
way, or you will owe me nothing. They will 
protect your eyes, preventing eye strain and 
headache. They willenable you to read the small- 
estprint, thread the finest needle, see far or near. 


SEND NO MONEY 


I will not accept a single penny of your mon- 
ey until you are satisfied and tell me so, Sim- 
ply fill in and mail the coupon below giving me 
the simple easy information I ask for and I will 
send you a pair of my Extra Large Tortoise 
Shell Spectacles for you to wear, examine 
and inspect, for ten days, in your own home. 
The glasses I send are not to be compared 
with any you have ever seen advertised, They 
are equal to spectacles being sold at retail at 
from $12.00 to $15.00 a pair. You will find 
them so scientifically ground as to enable you 
to see far or near, do the finest kind of work 
or read the very smallest print. These Extra 
Large Size Lenses with Tortoise Shell Rims 
are very becoming and your friends are sure 
to compliment you on your improved appear- 
ance. There are no “ifs” or “ands” about my 
liberal offer. I trust you absolutely. You are 
the sole judge. If they do not give you more 
real satisfaction than any glasses you have 
ever worn, you are not out a single penny. I! 
ask you, could any offer be fairer? 


Special This Month 


If you send your order at once I will make you a 
present of a handsome Velveteen Lined, Spring 
Back, Pocket Book Spectacle Case which you 
will be proud to own. Sign and mail the 
coupon NOW. Dr. Ritholz, Madison & Laflin 
Sts., Station C., Chicago, Mll., Doctor of Optics, 
Member American Optical Association, Gradu- 
ate Illinois College of Ophthalmology and Otol- 
ogy, Famous Eye Strain Specialist. 

Accept This F'ree Offer Today 
eweueee nes eaueawaeee es aeaee*eae aa aeee ee we 


Dr. Ritholz, Madison & Laflin Sts., 
D R 1204, Station C, Chicago, III. 





You may send me by prepaid parcel post a pair of your 
Extra Large Tortoise Shell Gold Filled Spectacles. I will 
wear them 10 days and if convinced that they are equal 
to any glasses selling at $15.00 I will send you $4.49. 
Otherwise, I will return them and there will be no charge, 
How old are you? 


Post Office 


wee e eee eee eee Cee eee Coen eee ee eee eeeeeese 
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« [lotes stout Women ) 


Maternity Law Held Invalid. Attor- 
ney-General Allen of Massachusetts told 





‘the state legislature that the Sheppard- 


Towner act, providing for federal and 
state co-operation in promoting ma- 
ternity and infancy welfare and hy- 
giene, is unconstitutional. Congress 
exceeded its authority, he said, because 
the legislation involved police powers, 
which are reserved exclusively to the 
states. He suggested that the validity 
of the act be tested in the supreme 
court. 





No Divorce on Frivolous Grounds. 
In 1898 a young man of 26 married a 
girl of 42 and they lived happily ever 
afterward—until Clarence Roberts sued 
his wife, Clara, for divorce in Philadel- 
phia. After 24 years the man rebels 
against the way his wife serves his 
meals; also he don’t like her to wear 
a switch or to “listen in” on his phone 
calls. Judge Stern sternly dismissed 
the action for divorce after a broadfire 
of philosophical remarks, and he quoted 
from Bernard Shaw’s “Candida” in sup- 
port of his opinion. The complaints, 
he said, were not sufficient on which 
to base a decree for divorce. 


Girl Psychic Couldn’t Psych. Eugene 
Dennis, the 17-year-old girl psychic, 
one of the seven wonders of Atchison, 
Kans., reputed finder invicible of lost 
articles, and fresh froma week’s engage- 
ment at a Kansas City theater where 
she displayed her remarkable powers, 
lost her wrist watch. When she tried 
to enter the psychic realm to find it 
she found the gates closed and locked 
and she did what you or I would do— 
she put an “ad” in the paper. Her watch 
was returned by the finder but the 
young seeress has been unable to re- 
cover her lost prestige. 





Vassar Girls Taller. President Mac- 
Cracken of Vassar college told the stu- 
dents that within the last 10 years the 
average height of the Vassar girl has 
increased one and a half inches, and she 
has added two inches to her girth meas- 
urements. Hands and feet are also 
larger. Dr. MacCracken said that 20 
per cent of the students were attacked 
by the “social catastrophe of marriage” 
before they had completed the course. 


Wins Fellowship in France. Chosen 
from among the women graduates of 
all American colleges and universities, 
Miss Dorothy L. Mackay, A. M., of San 
Francisco, a graduate of the University 
of California, has been awarded the 
annual fellowship in France by the 
American Association of College Wo- 
men, for research work at the Sor- 
bonne. At present Miss Mackay is do- 
ing research work at the University of 
Paris. 





Woman Candidate for Governor. 
Alice Loraine Daly, a schoolteacher of 
South Dakota, has been nominated as 
the Non-partisan League candidate for 
governor. Woman, she says, is better 
fitted to govern the people because “she 
is looking after every bit of legislation 
that has to do with human welfare, 
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motherhood, the children and_ the 
guardianship of those who now get so 
little consideration at the hands of the 
government.” But: “Woman must take 
her politics with common sense; she 
must realize that she can’t be elected to 
office just because of her good looks or 
her social standing; she must have 
brains. Eleven years ago I moved into 
South Dakota. When I saw the con- 
ditions I resolved that I would change 
them if no-one else would. I jumped 
into the fight with both feet and I have 
been in it ever since. I am going to be 
the first woman governor of South 
Dakota and the first woman governor 
in the United States.” 


Senate Goal of Woman. Mississippi, 
which was one of the bitterest states 
in the fight against giving the ballot to 
women, may have the distinction of 
sending the first woman senator to con- 
gress. That is, if Miss Belle Kearney, 
of Flora, formerly a schoolteacher, suc- 
ceeds in her ambition. 


Has “Walking Typhoid.” Examina- 
tion of Mrs. Jennie Barmore, a Chicago 
woman, revealed the presence of ty- 
phoid germs in her blood which make 
her a typhoid carrier, endangering the 
health of everyone with whom she 
comes in contact. For the rest of her 
life she must live alone and prepare 
her own food—at least until.a way is 
found to clear her blood of the dread- 
ed germs. 





Prize Founded for Women. As a trib- 
ute to Dr. M. Carey Thomas upon her 
retirement as president of Bryn Mawr 
college, the alumnae association has 
founded a prize of $3000 to be given 
“every few years” to an American 
woman who has achieved eminence in 
some special field. Workers in every 
field are eligible. 


Hasty Marriages Cause Divorce. 
“Marry in haste; repent at leisure,” is 
aptly fitted to replace the old “Home, 
Sweet Home” motto in many of the 
modern-day homes of newly-weds. 
Judge Florence E. Allen, of Cleveland, 
Ohio, says: “Hasty marriages are the 
most common cause of divorce. Young 
people today marry hastily, not realiz- 
ing the personal responsibility. They 
are ready to quit at the first quarrel.” 
Her Honor gives four rules for happy 
marriages. The wife should have a 
regular allowance; the husband should 
make a business partner of his wife; 





FIRST AID, AS IT WERE 





“Now, suppose Miss Bunton here has a 
sudden attack of vertigo. What would be 
the first thing you’d do?” 

“Loosen the clothing about her throat, 
sir.” 


THE PATHFINDER 
far ou 











Rid Hens & Chicks 


of Lice and Mites 


A Few Drops of Wonderful New 
Remedy in Drinking Water Does 
It—No Dusting, Spraying 
or Greasing. 


Any poultry raiser can easily and quickly 
clean out Lice and Mites by using a new 
Remedy recently dis- 
covered by a Kansas 
City Chemist and cal!- 
ed Imperial Lice and 
Mite Remedy. 

All that is neces- 
sary is to occasion- 
ally put a few drops 
of this amazing rem- 
edy in the _ fowl’s 
drinking water. It 
renders them immune 
from the attack of a) 
blood-sucking parasite 
as these pests positively will not stay 
a fowl taking this remedy. 

It also acts aS a splendid Tonic and Blood 
Purifier, as well as increasing egg production 
and growth, for with these pests eliminated, hens 
lay better and young stock grows faster. I[tispos- 
itively guaranteed not to affect the meat or eg 

The ‘manufacturers of Imperial Lice ani 
Mite Remedy are anxious to get it quickly in- 
troduced among poultry raisers everywhere, 
and make this Special Introductory Offer. Send 
no money, just your name and address to | 
Imperial Laboratories, Room 620, 2110 Grand 
Ave., Kansas City, Mo., and they will send you a 
regular full sized $1.00 bottle and will also send 
you free a big full sized (double strengt! 
$1.00 package of Imperial White Diarrhoea 
Remedy, the standard, time-tested remedy. Pa 
the postman only $1 and a few cents postage 
when both packages are Saibvered. Any time 
within 30 days, if you are not satisfied wit 
results, just say so and your money will be 
cheerfully refunded. 
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WALLPAPER 


1,000,000 ROLLS ( write for Free Sam- 
Per {pie Catalo og of 50 new 


designs and colorings. 


C Ro Il why Why use Paint when 82c 
will paper Room, s x 14,9 ft. high 


Martin Rosenberger, "3| a Bho 
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— Wextics E bAtLics, DEPT. 302, KANSAS CITY, MO. 


YY A R DIRECT FROM 


THE MILL. 
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the wife should be sympathetic, and she 
should not nag her husband but should 
work with him. Judge Allen has recon- 
ciled 101 couples and granted 246 di- 


vorceS. 


Flappers Lauded for Brains. Britain’s 
first woman minister, Miss Maude Roy- 
den, who recently sailed from New 
York, extolled the flapper in a parting 
speech from the deck of the Aquitania. 
“Your flappers, look at them!” she ex- 
claimed, pointing to some living ex- 

mples. “Those girls dress smartly, but 
their secret is that they are as smart 
in mind as they are in dress. They 
have brains. I have watched them 
since I have been in your country, with 
awe. If American girls will only take 
up religion as seriously as they have 
dress and business, religion will have 
the greatest revival of its history.” 


Says Good-by to Politics. Because her 
councilmen did not give her the back- 
ing she was entitled to, Mrs. Mary Mc- 
Fadden, 80-year-old mayor of Magnetic 
Springs, Ohio, quit “the darn job.” She 
says good common sense and a mother’s 

perience were not appreciated, 
neither were her doughnuts and coffee 
with which she served the councilmen. 
Mrs. McFadden declares she is through 
with polities forever. 


Hikers at 60. To show that they are 
s full of pep at 60 as they were at 16, 
Mrs. Mary McKee and Mrs. Clara 
Morris, clad in knickers, have started 
on their 266-mile hike from St. Paul, 
Minn., to Sioux City, Iowa. 


Defies Prohibition Champions. Want- 
ed: Some ardent prohibitionist to de- 
fend the Volstead enforcement law 
against the pent-up fury of an enraged 
American citizeness! Miss Elizabeth 
Marbury, Democratic national commit- 
tee-woman for New York, offers to give 
a warm and snappy debate with Lady 
Astor, Commander Evangeline Booth 
of the Salvation Army, Wm. J. Bryan, 
the Rev. Dr. John Straton, pastor of 
Calvary Baptist Church, of New York, 


or anybody else, singly or all at once. - 


“lam too good a Democrat to want any 
law in this country which spells privi- 
lege for the man with the fat purse,” 
says Miss Marbury. So she wants the 
cup that cheers back. 





VIEWS ABOUT WOMEN ‘ 
dge—No woman is as old as she looks 
erself with her hair up in curlpapers. 





ovidence Journal—The big sleeves for 
en that are coming back will provide 
d facilities for laughing at Mere Man.- 


‘ewspaper Enterprise Association— 
idn’t it be awful if the girls didn’t have 
more sense than we think they have? 


Joseph News-Press—Our girls ought 
member that Cinderella would never 
married a prince if she’d been addict- 
) galoshes. 





Paul Pioneer Press—A court has 
oiiciously and unreasonably ruled that a 
woman may not pursue her husband with 

tchfork, This paternalism in govern- 
t is getting to be a regular nuisance. 


rksvile Express—If more mothers 
‘cre strappers we'd have fewer flappers. 


_\ochester Democrat and Chronicle— 
‘omen have been trained to the smaller 
‘ings of life. They should be permitted to 
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develop their larger vision. Business life 
trains a woman for life’s business. While 
it is a mistake for them to seek to be 
“business men” and ape their big brothers 
or fathers, they have a distinct place for 
themselves in the business world. A good 
business woman is always an economical 
wife and a careful mother. The business 
of home-making can be developed by a 
course in the business affairs of the world. 
For the woman with a business training 
the family budget offers no terrors. 


Detroit News—Screams of a woman 
frightened bandits away from a meat mar- 
ket. The woman is believed to have just 
priced the round steak. 


Albany Journal—After a time, the flappers 
will go the way the dudes went. 


Arkansas Gazette—You make too much 
of your flappers——Margot Asquith. No; 
we only hope to make something of them. 





AN ELIGIBLE LOCATION 





Mrs. Dinsemtidies Mrs. Hen, you must | 


come visit me some time. I live right over 
there on the barn, only one flight up.— 
Farm and Home. 





THAT’S DIFFERENT 
Stealthy footsteps on the stair 
Leading to the cellar; 
Pungent odor fills the air, 
Pleasing to the smeller. 
But I hasten to advise 
All you thirsty critters 
That I hint of pumpkin pies, 
Not of home-made bitters. 
—Farm Life. 





“I woke up in the night and found my 
wife going through my pockets.” 

“What did you do?” 

“I turned over in bed and laughed.” 


PREVENT PYORRHEA 


& Don’t Lose Your Teeth §& 
m Home Treatment—Sample Free 


Tender, bleeding gums soon be- 
s come flabby, fall away from tooth 
© roots. Dreaded Pyorrhea loosens 5 
@ teeth so they drop out or have to @ 
@ be pulled. Don’t lose your teeth. 
™ Simply send your name and address 
* to Strong’s Laboratories, Room 220, 
gw 111 North Market St., Chicago, Ill. 




















New home treatment removes %- 


nd to}. 1 d 
peu nd de ay. ty, Scientific, 
Warrantea harmless. Used’: byphysicians. 


ame and addresa 
SampleFree isso te es 
supply. No cost or obligation. Address 
RE-BILD LABORATORIES, 
DEPT, 420, 1100 Coca Cola Bidg., KANSAS CITY, MO, 
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New Shoes 
Old Shoes 
Tight Shoes 
all feel the same 


7 *#if you shake into 
them some < 


ALLEN’S 






Feo tecy touse ‘The Antiseptic, Healing 
} Powder for the feet 

Takes the friction 
from the shoe, fresh- 
ens the feet and gives 
new vigor. At night 
when your feet are 
tired, sore and swollen 
from walking or danc- 
ing, sprinkle ALLEN’S 
FOOT-EASE in the 
foot-bath and enjoy 
the bliss of feet 
without an ache. 

Over 1,500,000 pounds 
of Powder for the Feet @ 
were used by our Army 
and Navy during the 
war. 





Reate the Feet 
In a Pinch, use ALLEN’S FOOT-EASE 




















Price Reduction! 
Pictorial Review Both $2 .00 


The Pathfinder One Year 


oe Prices have come down. Pictoria) 

Review has returned to its pre-war 
price of $1.50 a year. Thinking 
women of America rely upon 
Pictorial Review’s guidance in 
every forward movement. Prac- 
tical assistance in running the 
| home found in its timely de- 
=| partments, as for instance the 
famous—yet simple—Pictorial Re- 
view patterns. recipes, medical 
7 aid, care ef the baby, party 
4 hints, etc., are alone worth the 
i new lew subscription price, Be- 
sides all this, every issue brings 
notable articles by famous writ- 
ers on subjects of National im- 
portance to women as well as 
Of the most popular novels of the 


the very best of fiction. 
past year, three were published in Pictorial Review. Seven 


unusual serial stories will be printed this year. SEND $2 
now for PICTORIAL REVIEW and THE PATHFINDER 


The F money will not buy more r per Washin 
| The Pathfinder Publishing Co., Washington, D. C. 











Health Restored 
Without Drugs 


Without the use of drugs, electricity or appli- 
ances of any kind you can put yourself in the 
full flush of the HEALTH OF YOUTH by our 


system of nerve pressure—a system so simple 
a child can easily inaster it. Thousands of 
people in the United States have freed them- 


selves from the bondage of HEADACHES, PAIN 
OF EVERY DESCRIPTION, STOMACH DISOR- 
DERS, WEAK EYES and OTHER ILLS. 

Write at once for full information about this 
newly discovered science—a system which is 
sold at a very low price with an unlimited 
yt gg of SATISFACTION OR MONEY 

BACK. For your health’s sake, act today. 


THE ZONERY SYSTEM, Dept. 5, NASHVILLE, TENN 


TEXAS OIL NEWS 


FREE PRODUCTION REPORT 
Gives names of all oil companies having pro- 
ducing wells, number of barrels produced, 
and revenue received from oil. Also special ine 
formation on a Mexia Syndicate paying large 
menthly dividends. Write for free copy today. 

SCHIMMEL & CO. 
Buite as a P. a Building 
Werth, Texas. 


LIVER Us 


Physician explains effective treatment commerce in- 
flammation of Gallbladder and Galiducts asso- 
ciated with eetanes. Booklet Free. Dr. 
Paddock, Box P. F. 201, Kansas City, Mo. 
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Adventure Called, Youth Responded and 


Love Rewarded a Service Well Done. 
By ALBERT PAYSON TERHUNE 


John Andrews had more leisure than he 
needed and almost as much money as he 
wanted—more money than many good 
folks know is coined. So he devoted little 
energy to law, a little more to athletics, 
and most energy of all to seeking a good 
time. And with each passing year, up to 
his 28th, he found he must look just a little 
farther than on the year preceding, before 
finding the kind of good time that ap- 
pealed to him.. Thus, you see, he had had 
a long and wise course of training for mis- 
chief, before mischief at length tackled 
him. Here is the chronicle of the bout: 

On the night that marked the start of it 
all, Andrews came home overlate to his 
rooms on the fifth floor of the Superior. 
The Superior was a metropolitan bachelor 
apartment-house whose aim was to provide 
young and well-to-do men with enough 
comfort to make matrimony purely op- 
tional. 

Andrews let himself into his rooms, 
The night was warm and his eyes ached 
from staring three hours at varicolored 
rolling spheres on a green baize table. So 
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With a little ory of relief she threw her 
arms about his neck and, before he was aware 
of her intent, kissed him. 


he did not switch on the lights. Instead, he 
made his way to his bedroom and there, 
locating the bed by memory, tossed his 
coat over its footboard. Then he prepared, 
as was his wont, to sit down on the side 
of the bed to take off his shoes. But mem- 
ory is a tricky guide—in the dark, especial- 
ly memory of exact locations. Wherefore. 
John Andrews’s descending body missed 
the bed’s edge by at least two inches. And 
he sat down with an unexpected speed and 
force. 

He did not sit down on the floor. His 
fall was mercifully broken. He sat down 
on the head of a man. (Yes, you read it 
rightly the first time.) He sat down very 
hard and very forcibly on the back of a 
man’s head. The head had just protruded 
cautiously from under the bed. 

With the reflex muscular jump of one 
who unwittingly steps on the cat in cross- 
ing a dark passageway, John Andrews 
found his footing. He found it at once 
and fully six feet from the spot where he 
had so carelessly seated himself. His flight 


through the air was accompanied by an 
anguished howl of indignation—not from 
his own throat, but from that appertain- 
ing to the head whereon he had sat. 

The howl was accompanied by a sound 
of scrambling. The bed springs squealed 
at a heaving contact from below. 


Then 








there was a blunderingly swift pad of feet 
on the floor, and something furtive and 
frightened scurried past Andrews in the 
darkness. As the thing scuttled by, An- 
drews struck. It was a straight left lead, 
delivered with considerable power. But as 
it was aimed by guesswork it wholly 
missed its mark. Its impact threw An- 
drews forward and sent the bulk of his 
body full against the unseen runner. The 
two collided. The intruder grappled. Even 
in the dark, there, Andrews could feel the 
panic desperation in his grip. 

He needed no herculean story-book prow- 
ess, though, to break his present adver- 
sary’s hold and, by use of the simple old 
hiplock, to send him asprawl on the floor 
amid the wreckage of a bedside stand. 
Kneeling on the easily relaxed forearms 
of his foe, Andrews reached up along the 
wall above him and pressed the light-but- 
ton. 

By the glow from three shaded electric 
lamps he found himself looking down at a 
right sorry object. The man beneath him 
lay still, all the fight knocked out of him 
by the fall. His eyes were wide open and 
he was staring up in silly terror at his 
conqueror. His nose was bleeding; his 
under lip, too. (Andrews had sat down 
hard.) The man’s breath came in gasps 
that were more like sobs. The gasps were 
born of fear. He had not had long nor 
violent enough exercize to cause them. 

“Get up,” said Andrews. 

The man obeyed. 

“Pm sorry,” went on Andrews, “to have 
disturbed you. But,” with a glance under 
the bed, “that lower berth was reserved. 
And something tells me you had no ticket 
for it.” 

The man smiled in a pathetically con- 
ciliatory fashion at this feeble irony, and 
shuffled, furtively, in the direction of the 
door. He was so abject, so forlorn, so 
spiritless, that Andrews had an uncomfort- 
able sensation of punishing a sick puppy. 
Nevertheless, he stepped between the in- 
truder and the door. 

“Better days, eh?” he questioned. “By 
the way, how did you get in here?” 

“The—the door was on the latch. I had 
just come in and shut it behind me when 
I heard you. There wasn’t any chance to 
get out. So I—” 

“TI see. And now that I’ve got you, l 
suppose I ought to do one of two things! 
I believe real-life people generally hand a 
thief over to the police; then they have to 
get up at some unreasonable hour of dawn 
and appear against him ina smelly police 
court and waste a lot more time being bul- 
lied by his lawyer at the trial and being 
guyed between whiles by the humorist 
pests they misscall ‘friends.’ And in fic- 
tion, such men talk earnestly to the thief 
and convert him and he becomes their loyal 
servant and watches over their interests 
with a dog-like devotion. He’s generally a 
comic character, if I remember right.” 

Again the pathetic grin of propitiation 
twisted the victim’s white mouth and his 
big scared eyes. And again Andrews felt 
that throb of disgusted pity for the créa- 
ture, 

“[ dom’t want to be guyed by my friends 
and bullied by criminal lawyers,” he con- 
cluded. “And I’m not looking for a con- 
verted servant of dog-like fidelity. So, 
clear out!” 

He flung open the door. The man darted 
out, accelerating his speed as he passed his 
host as though dreading a kick. Andrews 
shut the door behind him and, belatedly 
wondering if perhaps the nocturnal guest 
had lied in saying he had stolen nothing, 
turned on all the lights and made a cur- 
sory inspection of the suite. His trip 
showed him no evidence of looting. But it 
revealed to him his evening mail piled in 
a little white heap on the living room table 
where the “floor valet” had as usual depos- 
ited it. 

The anticlimax scene with the thief had 
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Real typewriter efficiency 





in a light weight, low priced machine. 
Speed, easy operation, fine work. 
FREE TRIAL No need to get along 
without a high-class 
portable typewriter any longer. Successful 
people forge ahead by using the best mod 
ern equipment to aid their own efforts and 
increase their earning power. You can 
now have the very newest and best at you: 
service without waiting, On easy monthly 
payments. Do not fail to secure full par- 
ticulars before buying any typewriter. 


MAIL COUPON NOW! 


SPECIAL ‘OFFER COUPON 
FOX TYPEWRITER CO., (Pathfinder) 
Grand Rapids, Mich. 


Please send full rt ay of your Free Trial Fasy 
Payment Offer on FOX-STERLING, 


Pe iac is obs Ka%s cs ch cc cadinws shonaustasbeoe<s , 
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Baseball e R 3 = 
OUTFIT : 
RUSH your name and ad- 
dress and we will tell you 
HOW you can get this Base- 
ball Outfit, consisting of 
BASEBALL SUIT, CAP, 
ee GLOVE, LIVE 


GUE BASEBALL, 
CATCHER’S MITT, 


ABSOLUTELY FREE 


Write at once for Free Base- 
tfit. 


Home Supply Co. 


114 Nassau St., Dept. 212 
NEW YORK CITY 

















Sufferers from varicose veins, wu 
of the leg, swollen limbs, leg cra 
and w ankles will find in the 


CORLISS LACED STOCKING 


the lightest, coolest, cheapest and 
support mace. 

It contains no rubber, and is 
able, adjustable, sanitary and comfor 
to wear. 

Thousands of sufferers who are 
ing our stocking give it unlimited | 
for the benefits they receive. Writ 
Booklet No. 5. 


CORLISS LIMB SPECIALTY CO 





TOBACCO 


Habit Cured or No Pay 


Any form, cigars,cigarettes, pipe, chewing or snuft 
Gascostoss. Harmless. Complete treatment sen‘ 
on trial. Cos’ wa .00 if it cures. Nothing if it fails 
SUPERBA CO. E6, BALTIMORE, MD 
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prushed away Andrews’s sleepiness. He 
filled and lighted a pipe, burrowed down in 
a big leather chair and proceeded to go 
through his newly-arrived letters. There 
bill for club dues, there were two 
receipts, there was a “touch” note from a 
«friend in need,” there was a dinner invi- 
there was a wedding announcement 
“With dear 


was a 


tation, 
nd there was a letter signed: 


love, Ruth.” 

Refilling his pipe he began to skim over 
the first line or two. Little by little he for- 
got to look for the hidden joke and to grow 
absorbed in what he was reading. It was 
an odd letter—from Andrews’s experience. 

“Ruth” began by saying how overjoyed 
} other had been to get his postal, the 
preceding day; to learn that he once more 
hi ady employment and that he was 
we She went on to say that she was 
writ in her mother’s place, as the lat- 
te »wing blindness had, during the past 

ar, become complete, The girl wrote: 
“ “She is so patient, John! But I should 
ot be honest, dear, if I didn’t tell you 
ow she has grieved for you and how she 
as worried over your long, long silence. 
Vhy. until she got that card from you 

day (oh, she fairly cried for happi- 
ness when I read it to her and I caught her 
afterward kissing it when she didn’t know 
looking)—until she got that card, 


sa i me 


neither she nor I had had one word from 
a whole year. Think of that, John! 
4 whole year. And she is so old. And 


lost her sight she has nothing to 
to sit and remember.” 
Shut-in Society’ ad., I suppose,” 


s uc‘ Ait 


haz- 


al \ndrews. “It’s pretty well done at 
{ He read on: 
S talks of you all the time. There 


j y that passes but she asks if I’ve 
heard from you. Even though she knows I 
hi t. 1 do what I can to make her happy. 
| u are her-first-born and she loves 
you 100 times more than she ever loved 
me. John, I don’t want you to be angry 
wi ne or think I’m impertinent. But 
hat you have a position again, could 
ge to come home, if it’s only just 
fe day, sometime, and see her? I won't 
tell you how unbelievably happy it 
wi make her. 
think, It is 15 years next spring. 
make it seem possible that you 
been back since then. Fifteen years. 
ly seven. I can just dimly remem- 
I But mother remembers it all as 
re yesterday. And she won't hear 
E | of blame against you from even the 
of our friends, for being away from 
long. 
ther you can come to 
ou for letting Mother hear 
took such a load off her 
a year, she hasn’t known where 
re or anything about you. She 
v you at the Cleveland address, but 
er came back. She asks me to tell 
in that your old room is still just 
when you went away.” 
ame another paragraph or iwo and 
th dear love, Ruth.” 
ws reread the whole letter, 
for a possible catch in it. 
d the envelope’s postmark. The 
f the postoffice was “Ideala, Ohio,” 
of which he had never heard. Pres- 
gave up the riddle and went 


vi ia 


not, 
from 
mind. 


her or 


\ ; 
I 


looking 
Then he 


day, the matter was brought back to 
the first letter he opened in his 
mail, It was in a masculine hand 
ic too friendly. It ran: 

Andrews, Esq.: I learned through 
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your sister, Ruth, yesterday that she had 
heard from you. She gave me your ad- 
dress. I am writing to say what she is 
perhaps too mistakenly kind-hearted to tell 
you. Your mother’s health is failing very 
rapidly. She is totally blind. Her hearing, 
too, is slightly affected. These are but 
symptoms of the incurable malady which 
will cause her death within a few months 
at most. Perhaps within a single month, 
“I shall merely touch on the fact that 
your running away from home was a sor- 
row which brought on her first ill-health; 
and that the news of your long term in 
prison crushed what was left of her vital- 
ity and of her desire to live. The end is 
now very near. I am writing chiefly to say 
that she is in straitened circumstances. 
The place is over-mortgaged, and she has 
been forced to incur debts which worry 
her cruelly. I learn that you now have 
steady employment. Should you wish to 
make up to her, ever so little, for any of 
the sorrow you have caused, I suggest that 
you lift some of the monetary troubles 
that are saddening her last days. Your sis- 
ter’s salary at the school barely keeps her 
and her mother alive. There are many 
comforts the invalid must forego. Needful 
comforts, in her condition. Will not con- 
science or a belated sense of decency lead 
you to supply her with the means for such 
comforts? Yours, etc., Hiram Fuld, M. 
“That’s the answer!” snorted 
in dudgeon. “I knew there 
somewhere. The first letter 
on,’ and this is the 
of course. But 
drift of it all.” 
A few days later, 
was addressed to “Mr. 


was a 
was a 
‘follow up.’ 
I still don’t get the full 


John 


~~ 
Andrews, 
catch 
‘come 
A touch, 


came a telegram. It 
Andrews,” at 











Crooked Spines STRAIGHTENED 


Cure Yourself or Your Child at Home, 
Without Pain or inconvenience, of any 
Spinal eat with the Wonderful 
PHILO BURT METHOD. 


No matter how old you are, or 
bow long you have suffered, or 
what kind of spinal de- 
formity you have, there is 
benefit and a possible cure 
for you. The Philo Burt 
Appliance is as firm as 
steel and yet flexible and 
very comfortable to wear. 
It gives an even, perfect 
support to the weakened 
or deformed spine. It is 
as easy to take off or put 
on as @ Coat, causes no in- 
convenience, and does not 
chafe or irritate. No one 
can notice you wearing it. 


by oa pe Oure Yourself 
8 ance is 
made to ft each tn- At Home 


dividual case. It weighs ounces 
where other ‘supports welgh 
pounds. The price is within 
the reach of all. Hundreds of 
doctors recommend it. 


We GUARANTEE Satisfaction and LET 
YOU USE IT 30 DAYS. 


If you or your child are suf- 
fering from spinal trouble 
of any nature, write us at 
once for our new book with 
full information and refer- 
ences, Describe case fully 
so we can advice you intelligent- ; 
ly. The Philo Burt Method con- 
sisting of a scientific appliance 
and s course of especial exer- § 
cises, has produced wonder bene- 
fit or cure in over 45,000cases. 
Philo Bart Gommgentit7e- Ma 
Fellows Temple, Jamestown, N. 
































PILES? WHY SUFFER 


Do youn know why ointments do 
you quick and lasting relief? Why 
and operations fail? Do you know 
of Piles is internal? Be-El 
assists in removing the internal 
by freeing blood circulation in the 
Bowels. This simple home treatment 
benefited many Pile sufferers 
needless pain and expense of operation. 
them today. Mailed $1.00 per box. 
tor Brown Company, 9358 Arch St., 


not give 
cutting 
the cause 
Pile Treatment 
congestion, 
Lower 
has 
and saves the 
Get 
The Doc- 
Phila., Pa. 
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Wash Away 
Skin Sores 


Are you a sufferer from skin diseases, ulcers, 
pimples, sc: , crusts, or eczema in any form? 
you long for that calm, cool sensation — comes 
when the itch is taken away? Then try D. D. 
Prescription, that soothing wash which ay 7. ‘instant 
relief the moment it is applied. Twenty-five years of 
success—thousands of letters from grateful patients 
recommend this doctors’ prescription to you. Read 
a few of these letters picked at random: 


Years of Suffering 


_ suffered for five years with the worst case of — 
eczema leversaw. Tried everything I heard of or 

read chosteon also three doctors. I no relief. Finally I 
read o f D. D. D. and tried a samp It did me and I 


gota fall size bottle, and before I used half o Il was 

healed and for four yous I have anes cored Ak, having 

seen one ipign of retu: WILLIL . BUTLER. 
R. F.D [Sox 70, 70, ‘Warrenton, Va. 


Three Doctors Fail—One 
Bottle of D.D.D. Brings Relief 


I have been a user of D. D. D. for years — since I con- 
tracted a skin disease that three doctors failed to relieve 
orcure. D. D. D. cured it promptly with one bottle of the 

** I can recommend it to any person suffering 
with skin disease. We are never without D. D. D. in our 
house and have had ft constantly on hand since 1904— 17 years 
— or since I contracted the skin disease referred to above. 
You may refer any one to me. WM. LAFONTAINE. 

829 Colombia St., Scranton, Pa. 


TalkstoEverybody AboutD.D.D. 


I suffered for the last ten years. Every effort that I 
tried — most of them doctor’s iptions — and even in- 
jections given in my arms; Ad in the army, injections on 
—s ped to do me vl. ‘bit of good. 

y after using a few bottles of 

ost cued of that hated disease. 1 am 

D. D. D. to all whom I know in the 
ion and 

stranger who is sufferin 

The other day a frie 
eczema came over to thank me because I we him to use 


D. KASPAR. 
65 Grove St., Chelsea, Mass. 


Sample Bottle Does the Work 


I received your sam he bottle of D. D. D. and by has done 
I sen’ the drug store and got one bottle 
of oe sitech. I have different 
doctors and I have spent $39.00. They all used salves, but 
Sag didn’t dome any good. I can’t praise your D. BD. D. 
mach. R. A. BOLING. 
Baldwin, Ga. 


A soothing wash composed of well known healing 
ingredients—thymol, oil of wintergreen, etc. 


Send for 


Trial 
Bottle 


Send your name and address 
on the coupon below fora gen- 
erous trial bottle of D. D.D. 
Prescription. The first touch 
from this trial bottle will give 

ou instant relief no matter 

ow long you have suffered. 
Surely you will not hesitate to try 
this prescription in wnich so many 
have foand welcome relief. Send 
coupon today. Enclose ten cents to 
cover cost o packing and postage. 





D. D. D. Laboratories, Dept. 3675 


3845 East Ravenswood Ave., CHICAGO, ILL 
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D. D. D. Laboratories, Dept. 3675. 
3845 East Ravenswood Ave., Chicago, Ill. 
Gentlemen: Please send me a trial bot- 


tle of D. D. D. Prescription. I enclose ten 
cents tocovercost of packing and postage, 


























































































2 eS a rears 


ae 





the “Superior”: and it read! “Mother is 
dying. Dr. Fuld says she cannot live two 
days. She is a little light-headed; and she 
calls for you nearly all the time—Ruth.” 

John Andrews received this telegram at 
9a.m. At 10:30 he was on a train bound 
for Ideala, Ohio. He had_ spent at least 
one-half of the intervening time in stran- 
gling his common sense. To make certain 
of not backing out, he had sent a telegram 
to Ruth, heralding his arrival. 

Andrews was the only passenger to alight 
at the flag station labeled “Ideala.” On the 
platform he was met by a square-jawed el- 
ierly man in rusty professional black, who 
eyed him doubtfully, then advaneed to- 
ward him. 


“John Andrews?” queried the elderly 
man, curtly, making no move to shake 
hands. 


“Yes,” replied Andrews, keenly studying 
the other’s face; and deciding in a flash 
that the gnarled visage was assuredly not 
a swindler’s or even an advertisement- 
trailer’s. 

“lm Dr. Fuld,” went on the old man, 
grumpily. “You’ve forgotten me, perhaps 
—or had, till you got my letter. I suppose 
I've changed in 15 years. Most of us do. 
But I haven’t changed as you have. Until 
{ read the name on your suitcase I couldn’t 
believe it was you. My car’s here, We'll go 
straight up to your mother’s. You’re in 
time. But you’re only just in time.” 

As he talked, he was leading the way to 
a battered automobile of cheap make and 
ancient vintage. He cranked it, clambered 
aboard, shifted his knees under the wheel 
and motioned Andrews to follow. Spurred 
on by mischie venture—folly—what 
you will—the younger man obeyed the ges- 
ture. Off up the village street wheezed the 
car. People on sidewalks and at windows 
peered in open curiosity as it passed. An- 
drews began to chafe. 

“What has happened up here, to—” 

“What has happened?” snapped the doc- 
tor in sudden hot rage. “Nothing! Noth- 
ing worth troubling you for an instant. 
Nothing except that for 15 years the dear- 
est little old woman in this county -has 
slowly been dying of shame because her 
boy turned out a criminal and a bum and a 
loafer and never once came to see her. No, 
nor ever once wrote; except to get money 
from her, that she needed to keep soul and 
body together. And when she had no more 
to give him he stopped writing to her 
at all.” 

In dawning belief and with a dawning 
resolve, John Andrews watched and lis- 
tened. This fuming old fellow was sincere, 
He was deadly in his sincerity. The prince 
of doubters could not have doubted that. 
Nor was he insane. 

The car drew up and halted with a hol- 
low cough in front of a fairly large frame 
house set well back from the road and in 
a state of early decay. The doctor dis- 
mounted and John shamefacedly followed 
him up the grass-patched broken stone 
walk to the front door. As Dr. Fuld’s hand 
reached for the knocker, the door flew wide, 
framing in a dark background slender, 
white-clad girl. Her face was blanched 
and her eyes were wide with dread, “Quick, 
doctor!” she exclaimed, before bestowing 
so much as one look on Andrews, “she has 
had another sinking spell! Quick!” 

Dr. Fuld charged past her into the house 
and up the stairs. The girl’s dusky eyes 
now rested, consciously, on Andrews for 
the first time. With a little cry of relief 
she threw her arms about his neck and, be- 
fore he was aware of her intent, kissed 
him. “Oh!” she exclaimed, “you've come! 
You've come at last! I’m so grateful. Hur- 
ry, dear! We may be too late!” 

Andrews no longer hung back. There 
would be time, later, for the reckoning. He 
pressed on, close behind Ruth, up the stairs 
and into a great bare room at their head. 
Dr, Fuld was bending over a bed near the 
window. He was holding a glass to the 
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lips of its occupant—a tiny woman with 


ivory face and thin white hair that lay 


loose about her on the pillow. 

“He’s come,” Andrews heard the doctor 
saying, loudly. “He-is here, Mrs. Andrews.” 

Without one second of hesitation, John 
Andrews went forward and fell on his 
knees at the bedside. The woman’s grop- 
ing, wasted old arms found his head and 
drew it down on her breast with a brokenly 
ecstatic gasp of: “Oh, my own boy! Moth- 
er’s little boy!” 

The next hour was a strange dream to 
John Andrews. In after days he tried in 
vain to piece out its events. Through the 
haze, though, he remembered always the 
glorified joy in the blind face on the pil- 
low; the hungry mother-love in the weak, 
clinging arms that would not for one mo- 
ment release him; the kneeling form of the 
girl at the opposite side of the bed. He 


recalled, too, when it was all over, his 
promise that Ruth should never know 
want. He recalled the doctor’s troubled 


frown that lowered down at him from the 
bed foot; Ruth’s grave and wondering 
eyes across the coverlet from him. But, 
most of all, the light of utter bliss that 
grew bright and brighter on the mother’s 
blind face, as the pseudo-prodigal lied and 
promised and boasted. And, when that 
look of bliss was at its brightest, she died. 

Ruth, her face buried in the pillow, was 
sobbing her heart out. Andrews withdrew 
silently from the room, walking backward 
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THANKFULNESS 


If, when the evening shadows fall 
around me, 
I can look deep within my heart 
and say: 
4 re oo. true to the best with- 


Nave ony to live just as I should 
today,” 


i can be glad, though failures press 
upon me 
And doubt and grief oppress and 
weigh my soul, 
And know that sometime, though the 
way be weary, 
1 yet will reach a noble, worth- 
while goal. 


—Kansas City Times. 
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as from the presence of royalty. Dr. Fuld 
followed him into the hallway. 

“Maybe I did you an injustice,” growled 
the physician. “Maybe we all have. If we 
have, I’m sorry. “But the way.—I don’t 
want to intrude on your grief, Jack—but 
there’s a very necessary matter to attend 
to. There is not $5 in this house or any 
immediate means of raising more. I’d help 
if I could. But I’m strapped, as usual. 
And—” 

Andrews stopped the half-embarrassed 
appeal by drawing out his checkbook and 
fountain pen. Writing hastily, on his 
knee, he made out a check payable to the 
physician, leaving the amount blank. 

“Pay everything,” he said simply. “Your 
own bill, the tradesmen’s, the funeral ex- 
penses and any outstanding debts. If your 
local banker doubts the genuineness of my 
check, he has only- to telegraph my bank. 
Your own identification will serve at this 
end. And—and find out, if you can, what 


” 


money my-——-my sister requires for her 
present wants. Find out and add it to the 
check, And-—and I thank you in the name 


of—of my—mother—for all you have done 
and are doing for us.” 

Then a figure came weavingly into the 
hall, just within John Andrews’s line of 
vision. The figure of a man; most disrep- 
utably clad and right royally drunk. The 
tramp was unquestionably the man whom 
he had caught, only a few nights earlier, in 
his rooms. 

“What do you want here?” demarided 
Andrews; instinctively lowering his voice, 
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though he knew they two were alone on 
the ground floor of the house. 

“What do I want here?” echoed the 
tramp. “What wouldn’t I want here? Hey? 
fell me that! Born here. Thish’s my home. 
\ly mother’sh house.” 

‘Great Scott! What’s your name?” 

“Mf, John Andrewsh, ’f course. Who in 
blazes would I be? Where’sh Mother?” 

“You say you are John Andrews,” he be- 
can at last, “and that this is your mother’s 
house? Then what were you doing in the 
Superior apartments, in—” 

“| know where Sh—Shperior ’partmentsh 
are!” hiccupped the newcomer. “No need 
to tell me! Didn’t 1 work there, man an’ 
poy, for pretty near three daysh? Wasn’ I 
hired as night furnace man? An’ didn’t that 
shlob of a manager fire me? Jus’ for get- 
tin’ full? But 1—I got back at him. Got a 
few of the pass-keys from the offsh an’ 
dropped into one or two roomsh an—” 

“Did you write to your mother from 

, giving the ‘Superior’ as your ad- 
Db J 


aressé 
“Yesh, First day I was on the job there. 
Wrote to her. Layin’ pipes for a touch. I 
needed it. Wash that to you?” 
john Andrews took the tramp none too 
gently by the throat. “Look at me!” he 
ordered, tensely. “Do you know me? I am 
the man whose room you tried to rob, at 
Superior last week. Remember, now?” 
glance of unbelief, that changed to 
ng and terror-stricken recognition, 
| that his words had scored. 
w, then,” resumed Andrews, adding 
lies to the day’s galaxy, “I am here 
u a warrant for your arrest on the charge 
sebreaking. The local authorities 
rders to jail you and to hold you for 
ition if ever again you are seen in 
{ wn or in this county. There is a 
out for you. For your mother’s 
lm going to give you one chance to 
f vay. Here is $100. Take it. And go. 
f an hour [ll set the police after 
If you’re in town at that time—” 
lid not need to finish his threat. The 
clutching the money, his eyes big 
with stark fright, was already off, down 


the path, at a shambling run, 
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For the next three days, John Andrews 
rose steadily and rapidly in the esteem of 
all Ideala. His repressed but evident grief 
for his mother; his chivalric gentleness to- 
ward his sister; his eager insistence on 
shouldering every expense; his lack of all 
the abominable qualities wherewith for 
years his neighbors had credited him— 
these things made a mighty impression. 
Even Dr. Fuld was fain to apologize once 
more for his own harsh words of that first 
day. As for Ruth— 

- — * * 

The funeral was over. The last friend 
had just departed. Ruth and John Andrews 
stood alone together on the porch of the 


silent home. And, suddenly, she asked 
him: “Who are you?” 

He stared open-mouthed at her. 

“Who are you, please?” she repeated. 


“And why have you done all this for total 
strangers?” 

“Strangers?” 
Ruth, 1—” 

“I Jet you do it,” she went on, slowly, 
evenly, unheeding his interruptions, “I let 
you do it, because I wanted my mother to 
die as she did die—in absolute peace. Be- 
cause our name was tarnished by my broth- 
er and I wanted that name made bright 
again; as you have made it. And because 
expenses had to be met—expenses I could 
not meet. When the place is: sold, there 
will be enough money left, above the mort- 
gage, to pay you for all you have spent. 1 
have seen to that; and I have kept account 
of every dollar. But what I can never pay 
you for, is for the far greater things you 


babbled Andrews, “why, 
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did for my mother, for me, for our, name. 
Who are you? I want so to thank you as 
I should.” 

One more hero-effort did John Andrews 
make to revive her illusions, Mystified, 
stammering, he yet made shift to say: 
“II am John Andrews, of course. How 
odd that you should doubt me! What has 
come over you? As for being in my debt 
for anything at all, that is absurd. There 
can be no balance sheet between us—little 
sister.” 

“Oh,” she breathed. “You are a man! A 
man! And I thank the Great Creator that | 
lived to meet one. When you came here 
with Dr. Fuld, I honestly thought you were 
my brother.” 

i...” 

“Then, just afterward, your hand lay on 
the coverlet of mother’s bed. Your left 
hand. My brother’s left hand had no little 
finger. He cut it off on a circular saw when 
he was 10 years old. My mother told me 
about it 100 times. His maimed hand used 
to frighten me when I was a child. “Oh, 
who are you?” 

Suddenly a great light came to the man. 
He took both the girl’s hands in his as he 
looked into her fair face and said: “I am 
your future husband. My name is John 
Andrews. I live all alone in a great city 
1000 miles away, One week from today 
we are to be married and you are going 
home with me. That’s who I am—your 
very sudden and very loving husband.” 
And what John Andrews prophesied came 
strictly true. 





PROFESSORIAL ABSENTMINDEDNESS 

Just as a certain class of jokes are al- 
ways laid at the Irishman’s door, another 
at the Hebrew’s etc., so where any bit of 
humorosity involves the absentminded or 








wool-combing propensity, it is attributed 
to the college professor. The latest one 
on this butt runs thus: Prof. Molecule, 


rising late and full of the idea of hurrying 
to a lecture, distractedly grabs up a hair- 
brush, and thinking for the moment it is 
a hand-mirror, exclaims: “Heavens! I 
shall have to shave even if I go without 
breakfast.” 
TOO MUCH FOR THE BURGLAR 

One Saturday night a burglar climbed 
through the open window of Mr. Alden’s 
suburban residence, entered the kitchen and 
hid behind the door. Hardly had he con- 
cealed himself before someone in the music 
room started squeaking on the oboe. Then 
someone took up a spirited tussle with a 
shrilly protesting violin, only to be follow- 
ed by the blowing of the maddening bas- 
soon in wild abandon. Without further 
warning a terrible assemblage of nerve- 
racking noises beat their inharmonious 
esprit de forte upon the helpless atmos- 
phere—Alden’s orchestra was in full blast. 


It was then that the burglar, unable to 
restrain himself longer, rushed into the 
music room, threw himself prostrate on 


the floor, and begged Mr. Alden to have 
him arrested and lodged in a place of 
safety. 

DO YOU KNOW A BETTER ONE? 

The meanest man in the world is said 
to be the one who persuaded his little son 
that the gas-meter was a bank and induced 
him to deposit his quarter in it. 

There has long been a sort of contest 
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as to who the meanest man in: the world 
was, and many candidates have been offer- 
ed for-the distinction. We propose a con- 
test for the most striking record of ex- 
travagance and we enter as our candidate 
the U. S. shipping board. Here is the 
qualification on which we base our can- 
didate’s claims; it was related in the house 
of representatives by Mr. Wood of Ind.: 
“A gentleman who felt that he owed the 
U. S. shipping board $200,000 and who 
wanted to get the thing behind him came 
down here to make settlement with them. 
They had to resort to more than 210 sources 
to search and find out the condition of 
the account existing between this man and 
the shipping board. As a result of the in- 
vestigation they determined that instead 
of the man owing them $200,000 they owed 
him $800,000.” . 





THE LAND OF BEGINNING AGAIN 
Note: The following inspiring poem was 
written by Louisa Fletcher, now Mrs. Booth 
Tarkington, It is among a collection of 
her poems published by Small, Maynard 
& Co., Boston.—Editors. 


I wish that there were some wonderful place 

Called the Land of Beginning Again, 

Where all our mistakes, and all our heart- 
aches, 

And all our poor, selfish grief, 

Could be dropped like a shabby old coat 
at the door, 

And never put on again. 


I wish we could come on it all unaware, 

Like the hunter who finds a lost trail, 

And I wish that the one whom our blind- 
ness had done 

The greatest injustice of all 

Could be at the gates, like an old friend 
that waits 

For the comrade he’s gladdest to hail. 


We would all find the things we intended 


to do 
But forgot, and remembered too late, 
Little praises unspoken, little promises 


broken, 
And all the thousand and one 
Little duties neglected, that 
perfected 
The day for one less fortunate. 


might have 


It wouldn’t be possible not to be kind 

In the Land of Beginning Again; 

And the ones we misjudged, and the ones 
whom we grudged 

Their moments of victery here, 

Would find in the grasp of our loving hand- 
clasp 

More than penitent lips could explain. 


For what had been hardest we’d know had 
been best, 

And what had seemed loss would be gain; 

For there is not a sting that will not take 
wing, 

When we've faced it and laughed it away; 

And I think that the-laughter is most what 
we're after, 

In the Land of Beginning Again. 


So I wish that there were some wonderful 
place 

Called the Land of Beginning Again, 

Where all our mistakes, and all our heart- 
aches, 

And all our poor, selfish grief, 

Could be dropped like a shabby old coat 
at the door, 

And never put on again. 








There was a young lady of Cork, 
Whose Pa made a fortune in pork. 
He bought for his daughter 
A tutor who taught her 
To balance green peas on her fork 
—American Boy. 
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Science Discovers 
Greatest Lice Killer 


Changes Old Methods. No Dusting or Spraying 
Birds Delouse Themselves. Gives Lasting Relies 


A recent discovery promises to revolut 
all the methods accepted up to now for k: 
poultry free from lice and mites, This 
derful lice killer keeps the birds alway) 
free without the poultry raiser doing an, 
It is the simplest, easiest, surest and 
method ever discovered. 





Hick’s Lice Kill, which is the name « 
sensational lice killer, is added to the ad: 


water. The medicine taken into the syst 
the bird comes out through the pores and 
louse or mite dies or leaves the body. It 
not injure the hatchability or flavor 
eggs or meat; is harmless to chicks and 
not affect the plumage. A few days trea 
at the start and then a little in the ad 
water each month, 


ATrial Costs You Nothing 


So confident is Mr. Hick that Hick’s | 
will kill every louse or mite, that he is 1 
a special guaranteed offer of two regula 
sized, double strength, $1.00 bottles and 4 
ular $1.00 package of Hick’s Egg-Lay | 
ali for $1.00. Use one bottle yourself a 
the other at one dollar, thus getting you 
free. Send $1.00 today (currency, mon 
der, check, etc.) to Chas. M. Hick 
Dept. 644, 1018 S,. Wabash Ave., Chicas 
If you prefer, send no money, just you! 
and address, and pay postman $1.00 and 
age on delivery. If after two weeks tri 
are not absolutely satisfied, write Mr. Hi 
your money will be refunded. 


BLANK CARTRIDGE PISTOL 
ome” PRICES 








. quality 
paid. by express 

ae beer Cocrtde wand recewe The 
newest and best Magazine for whole year. ; 
news items, popular science magic, mire. sayete snoney- ” J 
re oo WME DULLENIN. Bont S33. RACINE, Wis 


e A LUXURIOUS SEDAN 
The Wonderful ALL- 
YEAR CAR — Electric 
STARTER and LIGHTS 
on — Drive Your Own Ca 
as, ee @ 
e, 


member of 


















Aschool girl of »~ 


dan! Other : 14 recently ¥ 
yaluable prizes and hundreds of dollars in Cash given. Eve 
Autos. “Why uot yout. Send your answer today. 
Autos. not you? nd your answ: lay. 
Willson, Mgr,142 W. Ohio St, Dept. 2423, Chicago. 


Gypsy FORTUNE Teller 


AND DREAM BOOK 
Know thy future. Will you be suc- 
cessful in Love, Marriage, Health, and 
Business. Tells fortunes by all meth- 
ods, cards, palmistry, zodiaology, etc. 
Gives lucky and unlucky days, Inter- 
prets dreams, By mail forTEN CENTS. 


SUN BOOK & PUBL. Co., 
1215-N Filbert St.. Phila.. Pa, 
i 


AND HAY FEVE® 
CURED y: 
You Pa) 
I will send any sufferer @ 
bottle ef LANE’S TREATMENT by mail on FREE TRIAL 
cures send me the $1.25. Otherwise your report cancels the chs 


Address D. 3. LANE, 296 Lane Bidg., St. Marys, Kaas 
ent — Guaranteed Hosiery, !o 
Ag Ss Want manufacturer’s complete line 


wearer. Samples without charge. Wedeliver, Parttime 4 


JOSEPH BROS., 339-L Broadway, NEW YORK cir 


BE A DETECTIVE: ars 


body 
Ford 

















C. T. LUDWIG, 564 Westover Bidg., Kansas City, Me- 
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( PewsPAPER, ‘VIEWS 
\ fe 

Dallas News—New York’s 91 murders in 
92 davs show that the five-day week hasn't 
been adopted yet by the murderers’ union. 








pittsburgh Gazette-Times— Last week 
' printed 8,500,000,000 new paper 
The most ardent fiat money man 
not wish for more. 


Gt ny 


trooklyn Eagle—Says old Adam Breede: 
“you can’t read much without realizing 
how litthe you know.” Yes, Adam, and 
cometimes it just shows you how little the 
other fellow knows, too. 


Washington Post—There will be a ship 


subsidy or there will be a ship subsidence. 
Boston Herald—From a mayor’s point of 
view city is a mass of needs entirely 
¢ nded with a borrowing limit. 
Farm, Stock and Home—You can’t im- 
prove the breed of Fords by crossing them 
wit! locomotive. 


( er’s Weekly—The author of “Wilson 
s | Knew Him” has discovered he didn’t 
know him quite so well as he thought 





Rochester Times-Union—Soon the owner 
of lawnmower will begin to wonder 
wi neighbor has his machine. 


Buffalo Express—Now the statement is 
made that Columbus was an Armenian and 
his name was Kholumbian. Perhaps Conan 
1) can be induced to ask him about that. 





Columbia Record—Ireland is free, but not 
e€as\ 
Indianapolis News—The roads are in 


such good shape that a motorist can tour 
in any direction if he takes a couple of 


mules along to pull him out. 

Galveston News —Noah certainly had his 
faults, but he never asked the government 
for a ship subsidy when the ark could no 


longer meet competition. 


Detroit Free Press—And one big puzzle 
is why they ever called the cat and dog 
fight at Genoa an economic conference. 





Houston Post—We think Mr. Bryan is 
ent right in rejecting the theory that 
man descended from monkeys, but some- 
times it is mighty difficult to think that 
some of them didn’t descend from wolves 
or tx 

| klyn Eagle—At last Mayor Hoan of 
Milwaukee and the Socialists have captured 
the mmon council. Now if the courts 
would only keep their hands off, these fel- 
lows would make Milwaukee famous with a 

Leance, 








HIS BATTLE SCARS 


ich searred veteran occupied a seat 

in a car, and opposite to him sat a benevo- 

lent looking gentleman, who gazed with in- 

terest on the rugged -face, and at length 

said: “I think, my friend, you’ve had some 
exciting experiences.” 

“I should think so, sir,” replied the war- 














rior. “This gash across my brow, this 
seam down my cheek, and this cloven chin 
each cost more than one life in a hand-to- 
hand fight.” 


“Dear me,” 


said the old gentleman, “and 


how did you come by that deep indenta- 
tion on your nose?” 

The warrior hung his head and made no 
reply. 

“Come, now, Joseph,” said his better half, 





who was seated beside him, “tell the gen- 
tleman how you got that one.” 

“You keep quiet, Maria,” 
warrior. . 

“I won't,” snapped Maria. “It fairly riles 
me to hear you bragging of the marks you 
got from the Boches while you never men- 
tion the one I gave you when I hit you with 
the fire shovel.” 


snarled the 











Just Add Cold Water 
anda little sugar. You will then have 
the Best Drink You Ever Tasted. 
Very delicious—refreshing—healthful. 
Prepared instantly—no trouble, and can be kept 
on ice for several days if you wish. Fine for the 
Home, Picnics, Dances, Parties, Outings, etc. 
80c clear profiton Every Dollar at 5c glass. 
Agents Wanted to sell our Orangeade, Cherry, 
Lemon, Grape, Lime, Raspberry and Strawberry 
all in powder. Every home—everyone you meet 
—is a possible customer. 100% profit to agents. 
Send dime for ten glass package, with particulars. 
postpaid; 7 kinds for 50c postpaid. Do it NOW. 


CHAS. T. MORRISSEY & CO., 
4415-19 Madison Street., | CHICAGO, ILL. 









Boys! Howe fe is 

chance to get a Base Ball 
Suit, It consisting of cap, shirt, 
aud 


1 will ore, “a. this suit free 


and pbet ve A= 
good ball an ve, 
will have a complete ouvfit. 


Send Ne Money: 


oe 

and nat wt ll "tell you oy 
this dandy Ball Suit. 
ghbor- 
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THE PATHFINDER PUB. CO., 


is the Largest, Most Helpful and Most Widely Circulated Teachers’ oaltied Published 


and is filled with just the practical aids, seasonablé material and inspiring articles that 
you need in your daily work. The ‘ “Keynote” of NoRMAL ANSTROCTOR-PRIMARY PLANS 
is “‘Service’’ and this is why 175,000 teachers in more than “‘Half’’ the schoolrooms of the 
country are finding it an invaluable aid. 

It is published from September to June inclusive—ten large handsome numbers, each 
filled with the choicest and best educational material obtainable. 

It supplies Methods, Aids and Suggestions in every branch of school work and fully 
meets the needs of teachers of all grades and rural schools. 

Particular attention is given to illustrations which include drawings for Seat Work, 
Construction Work, Cut Outs, Language Lessons, Calendars, Eorders, 

The ‘“Teacher’s Help-One-Another Club” is a regular feature and consists of clever 
devices fo. promoting a teacher’s efficiency, which have been tried and proven 

We furnish NoRMAL INSTRUCTOR-PRIMARY PLANS alone one year for P tor $2.00 
THe PATHFINDER alone one year for $1.00, or in combination 


Normal Instruct -Pri Pl . BO 
or- ony Fn oe yf {BOTH $2.75 


Picture Study, ete, 


WASHINGTON, D. CG, 
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new IMPERIAL itexrinc IRON 
BIG OFFER TO AGENTS 


ARN bi money af Ss syaze Gime " = 
+g Ee 


e i f-Heating 
and neighbors. 


Aes Be 


Barnol0 hours f for 2c. wi oupeet. 
No hot stove or . Our 
new low price 


you. Write today 








YOUR FUTURE 


depends upon your income, and your future income de- 
_ upon your present investments. Write today for 
llinformation on our extraordinary investment offer and 
FRE E panoramic view of Texas gusher fields suitable for 
g. No ob jon on your part. Strong Company 
Paying 2 per cent CASH DIVIDENDS MONTHLY. 
a Re organization continually expanding with rich 
opportunities for HUGE ADDITIONAL PROFIT, op- 
erating in greatest Texas oil fields. Address 


DAMITZA 


Dept. C, 1004 Cesare O Mnchanies Bank Bidg~ 
Fort te 
Reports may be had commercial agencies 











MEN—AGE 17 to 45 


Travel; make secret investigations, report: 
AMERICAN FOREIGN 


Experience 
unnecessary, 
Salaries; expenses 


DETECTIVE AGENCY. 304 ST. LOUIS 















Don’t Endure Bi LES 


Write me 
send you on trial my mild, sooth- 
ing, guaranteed treatment for Piles 
iy which has proven a blessing to thou- 
sands who are now free from this 
cruel, torturous disease. Send post 
card today for Full Treatment. If 
: results are satisfactory costs you 
$2.00. If not, costs pothing. 
H. D. POWERS, Dept. 26 BATTLE CREEK, MICH 














Sample FREE! 





TRY 
VIRO 


FREE! 


If you need rich, red, 
racing bloo!. Marvel 
of all tonic builders. 
Six times the strength 
of strong, healthy bul- 
lock’s blood, contain- 
ing natural “BLOOD- 
IRON” in soluble, di- 
gestible form, scientifi- 
cally extracted from 

If you are weak, 
run-down, lacking vi- 


tality and energy, send 
NOW, 


for a sample 
Don’t wait! 


We want to send to every PERSON 
IN NEED a demonstration sample of 
VIRO ABSOLUTELY FREE, to prove #)\ 
what it is doing as a strength build- 
er. See what it is Hke, hew simple 
and easy to use. We will also send 
actual photographic proof from plump, 
happy users of VIRO, who tell how 
they have become healthy and at- 
— Sold more than ten years— 

by thousands. 


"THIS OFFER LIMITED 


Write at once, if only a postcard, and 
your FREE 
explaining Lt 4 brings 
prompt results. E HAVE THE BONA 
FIDE, OVERWHELMING PROOF FROM 

ED USERS, WHICH CON- 
US THAT VIRO IS THE 
STRENGTH BUILDER SCI- 














oe on a full treatment. ACT NOW—be- 
fore this offer is withdrawn. 


The Viro Company, Dept. 80, Clarinda, lowa 
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(Your Last Chance to Save $45 


The present price of $55 has proved impossible. So to maintain Oliver 
quality, we announce, with fair warning, that after July Ist, the price will 
be $65. If you act quickly, you can take advantage of the present saving 
of $45, But note that the coupon has to be mailed at once. 


Here is the present offer: 


Price $55. Over a year to pay! Only $4a month. Payments so small as t6 average only about 13 
cents a day. That is our easy payment plan on the Oliver. And you have the use of the typewriter 
while you are paying for it. You may now order direct from The Oliver Typewriter Company and 
get the latest mode! Oliver at a saving of $45 and on payments so easy that you won’t miss the money. 


A full saving to you of $45 on the famous 
Oliver No. 9—our latest and newest model. 
That is what our new selling plan makes pos- 
sible. During the war we learned many lessons. 
We found that it was unnecessary to have such 


a vast number of traveling salesmen and so 
many expensive branch houses. We were able 
to discontinue many other superfluous sales 
methods. As a result, $55 now buys the identi- 
cal Oliver formerly priced at $100. 


- Try It Free—Send No Money 


Not a cent in advance. No deposit of any 
kind. No obligation to buy. The coupon is all 
you need send, The Oliver comes to you at our 
risk for five days free trial in your own home. 

Decide for yourself whether .you want to 


buy or not. 
Only the Coupon! 





After Jaly let, the 
price of the Oliver 
will be $65. Ase the 
present price of $55 
has been widely ad- 
wertised, we want to 
be perfectly fair and 
announce the price 
change in advance. 
lf you act quickly, 
you can obtain the 
$100 Oliver for $55. 
Note that the coupon 
must be mailed before 
midnight, June 30th. 


mail the coupon now. 
Canadian Price, $79 


™ OLIVER 
Toewriter Ge 
1285 Oliver Typewriter Bldg., Chicage, ML 





: : . = 
No pre-payment required. This is 4 He Ship me a new Oliver No. 9 Typewriter for five days’ 
= om Le bins} ths aomeoniael § $3 at the end of trial period and then at the rate of $4 per | 
get the Oliver for free trial. If you should & make cash ne at end y Peery period I am to deduct |= 
wish further information before request- § $77, Ber cent and remit to you $ 

ing a free trial, mark the coupon for the 
free books mentioned therein. Clip and 


If you don’t want to keep the Oliver, simply 
send it back at our expense. If you do 
agree that it is the finest typewriter, re- 
gardless of price, and want to keep it, 
take a year and a half to pay at the 
easy rate of only $4 a month. 


0 ee ee Fe ee 
g THE OLIVER TYPEWRITER COMPANY, 
1285 Oliver Typewriter Bidg., Chicago, Ill. 


free inspection. If I keep it I will pay $55 as follows: | * 
& month, The title to remain in you until fully paid for. If I | 


If I decide not to keep it, I will ship ‘it back at your expense | 2 
at the end of five days. 


e 

a 

& My shipping point is =a Fe 
& 0 Do not send a machine until I order it. Mail me your | 
a book—‘‘The High Cost of Typewriters—The Reason and 
the Remedy,” your de luxe catalog and further information. 
a 
& 
@ 
4 





Name - . ; 





Street Address 





City I in a eenceoee + 
€ tr 
§ Occupation or Business I 




































